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STATE OF CALIFORNIA (See tet id C2 on Aevaree) 
STD. 400 eae FACE SHEET ee 

= FOR FILING ADMINISTRATIVE REGULATIONS 

REGE Ven can cILING WITH THE OFFICE OF ADMINISTRATIVE LAW Mdbvr ft if” 


Dec 3 3 o6 PH AY FILED | 
F ti , } State 
1. ATTACHED ARE REGULATIONS ADOPTED, wee eee byt leg 


OFFICE OF 
ADMINISTRATIVE Law AMENDED OR REPEALED BY: 
PN vip ial JAN4 - 1385 
At£L9_o'dock.¥2_M, 
MARCH FONG Eli, i aes 


By 


Department of Social Services 
~ (AGENCY) 


ad 
sa hl = — 





pprvtiwe 2 Fe 
LEAVE BLANK (AGENCY OFFICER AUTHORIZED TO SUBMIT REGULATIONS) LEAVE BLANK 
AGENCY CONTACT PERSON AND POSITION TELEPHONE — 
nalyst 323-0884 —_ 
. Indicate California Administrative Bete Title and specify sections to be amended, adopted, and/or repealed: 


-7SECTIONS AMENDED 
Title: ZL ae 
SECTIONS ADOPTED 


63-407.9 and .91 
SECTIONS REPEALED 


3. TYPE OF ORDER (CHECK ONE) 


Emergency er : 
[xx Regular [ ] (Attach Finding of Emergency) [| Certificate of Compliance 
Other Regulatory Actions: 


Procedural and Organizational ee : Authority and Reference 
[| Change [] Editorial Correction - Citation Change 


4. IS THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? _ 
No [] Yes, if yes give date of previous filing == 


5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 


[xx No [ | Yes 


6. IF THESE REGULATIONS REQUIRED PRIOR REVIEW AND APPROVAL BY ANY OF THE FOLLOWING AGENCIES, 
CHECK THE APPROPRIATE BOX OR BOXES. 


State Fire Marshal C Building Standards Comm. Fair Political Practices Comm. Department of Finance 
(Attach Approval) (Attach Approval) (Include FPPC Approval Stamp) (Attach STD. Form 399) 


7a. PUBLICATION DATE OF NOTICE IN CALIFORNIA c. DATES OF AVAILABILITY OF MODIFIED 
ADMINISTRATIVE NOTICE REGISTER REGULATION(S) (GOV. CODE SEC. 11346.8(c)) 


June 29, 1984 November 27, 1984 
8. WAS THIS REGULATORY ACTION SCHEDULED ON YOUR AGENCY RULEMAKING CALENDAR? 


No [_] Yes 


9. EFFECTIVE DATE OF REGULATORY CHANGES: (SEE GOVERNMENT CODE SECTION 11346.2 AND INSTRUCTIONS 
ON REVERSE) 


[xkEffective 30th day after filing with the Secretary of State. 













b. DATE OF ADOPTION OF REGULATION(S) 








b. [] Effectiveon_._.............. as required by statutes: (list). 


[] Effective on______+_+_¥_tit.u..._____—s (Designate effective date earlier than 30 days after filing with the Secretary 
of State pursuant to Government Code Section 11346.2(d).) 


[_] Request Attached 


L] Effective on____________________(Designate effective date later than 30 days after filing with the Secretary of 
State.) 
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INSTRUCTIONS FOR STD 400 _ 
(OAL-4) 


‘ e' 


A completed Face Sheet for Filing Regulations With the Office of Administrative Law must be attached to the sropt f caeh o fathe en copies 
of the regulations. Note that at least one Face Sheet must contain an original signature of the agency officer eek ed to nate gulations. 


Part 1. Provide agency name and signature of the agency officer. Also provide the name and telephone number of the person whg gan answer 


questions regarding this regulatory filing. 


Part 2. Provide the Administrative Code Title in which the regulation will appear and list each section number to be amended, adopted, or 


Part 3. 


Part 4 


Part 5. 


Part 6. 


Part 7 


Part 8 


Part 9. 


repealed. 
(Attach additional sheets if necessary.) 


Check appropriate box. If other than a regular or emergency filing or certificate of compliance, check the appropriate box under ‘‘Other 
Regulatory Action.’’ Note: Procedural and organizational changes, editorial corrections and authority and reference citation changes 
are reviewed and are subject to OAL approval. 


. Check appropriate box. 


Regulatory activity resulting from the agency's review of existing regulations should be submitted in a separate filing. If not submitted 
separately, regulations not resulting from the review and any material in the rulemaking file relating to them must be clearly identified. 


Certain regulatory activities must be reviewed and approved by other state agencies prior to submittal to OAL. Regulations subject to 
prior approval include: 


a. Fire and panic safety regulations (Gov. Code Sec. 11342.3). 
b. Building standards as defined in Section 18969 of the Health and Safety Code (Gov. Code Sec. 11343). 
c. Conflict of Interest regulations (Gov. Code Sec. 87300 et seq.). 


Note: Regulations that have a fiscal impact on state, local or federal government or result in reimbursable costs to local government or 
school districts should be discussed with the Department of Finance. See Government Code Sections 11346.5(a) (6), 11349.1 and 
S.A.M. Sections 6050-6057. 


_a. Provide the publication date of the Notice Register in which the initial notice regarding these regulations appeared. 


b. Provide the date on which the regulatory agency adopted the regulation(s). 


c. If the regulations were modified subsequent to the hearing or written comment period, provide the date the modified regulations were 
made available to the public. Note that this date must be at least 15 days prior to the date indicated in (b.) above. 


. Check appropriate box. This information is for statistical purposes. 


Effective Dates—check one of the following: 
a. If regulations are to be effective 30 days after filing with the Secretary of State. 
b. If an effective date other than (a.) is required by statute, provide the date and the statutory citation(s). 


c. If a designated effective date is being requested, please include a letter specifying the date the regulation(s) should take effect and 
the reason for the earlier effective date. Requests are granted by OAL for good cause shown. 


d. If an effective date later than (a.) is requested, provide the date. 


Filing Requirements 


The following material must be submitted when filing regulations with OAL: 


Seven (7) copies of the regulations. Note: Use underline/strikeout to indicate changes in an existing section. Repeal of an entire section 
may be indicated by placing a diagonal slash through text. For adoption of new section, underscore is not required. 


A completed Face Sheet for Filing Regulations With the Office of Administrative Law, form STD 400 (OAL-4) attached to the front of each 
copy of the regulations, with at least one Face Sheet bearing an original signature. 


Complete rulemaking file, with index and sworn statement. (See Government Code Section 11347.3 for full list of rulemaking file contents 
and Appendix 13 of OAL Regulations Handbook for a rulemaking file checklist.) 


























Adopt Section 63-40749 to read: 





63-407 WORK REGISTRATION REQUIREMENTS (Continued) 63-407 


29 Optional Food Stamp Workfare 


Code___of_ Federal __Requlationss __ Section 
273.220 
Authority: welfare and Institutions Code Sections 10553 and 
105546 
Reference: Welfare and Institutions Code Section 105539 7 USC 


Section 2029*¢ and 7 CFR Section 273-226 
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STATE OF CALIFORNIA FACE SHEET (See Instructions on Reverse) 
STD. 400 (3/83) ‘ (OAL-4) ; ¢: 
ORD #384-1 


e . FOR FILING ADMINISTRATIVE REGULATIONS 
ipa ose WITH THE OFFICE OF ADMINISTRATIVE LAW 
RECHT? SOR HIRI 


Bec 5 SorpM's 


OFFICE OF 
ADMINISTRATIVE LA 







1. ATTACHED ARE REGULATIONS ADOPTED, 
AMENDED OR REPEALED BY: 


Department of Social Services 
- (AGENCY) 


wo LAK hehe | 


sa aul OFFICER AUTHORIZED TO SUBMIT REGULATIONS) LEAVE BLANK 





LEAVE BLANK 
AGENCY CONTACT PERSON AND POSITION TELEPHONE 


__ Angie Teixeira, Regulations Analyst 3-0884 - 


2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 


SECTIONS AMENDED 























Title: 








SECTIONS ADOPTED 


63-407.9 and .91 
SECTIONS REPEALED 

















3. TYPE OF ORD ORDER (CHECK ONE) 


Emergency ve ' 
[xx Regular [ | (Attach Finding of Emergency) [J Certificate of Compliance 
Other Regulatory Actions: 
Procedural and Organizational rites : Authority and Reference ‘ 
[ | Change [J Editorial Correction [ ] Citation Change ; 





4. IS THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? 
No . Yes; if yes: give date of previous filing; — 





5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 


[xx No a Yes 


6. IF THESE REGULATIONS REQUIRED PRIOR REVIEW AND APPROVAL BY ANY OF THE FOLLOWING AGENCIES, 

CHECK THE APPROPRIATE BOX OR BOXES. 
State Fire Marshal is Building Standards Comm. Fair Political Practices Comm. Department of Finance 
(Attach Approval) (Attach Approval) (Include FPPC Approval Stamp) (Attach STD. Form 399) 


7a. PUBLICATION DATE OF NOTICE IN CALIFORNIA c. DATES OF AVAILABILITY OF MODIFIED 
ADMINISTRATIVE NOTICE REGISTER REGULATION(S) (GOV. CODE SEC. 11346.8(c)) 


___ June 29, 1984 November 27, 1984 
8. WAS THIS REGULATORY ACTION SCHEDULED ON YOUR AGENCY RULEMAKING CALENDAR? 


No [ ] Yes 


9. EFFECTIVE DATE OF REGULATORY CHANGES: (SEE GOVERNMENT CODE SECTION 11346.2 AND INSTRUCTIONS 
ON REVERSE) 


[xkEffective 30th day after filing with the Secretary of State. 









b. DATE OF ADOPTION OF REGULATION(S) 














b. [] Effectiveon__ ss CCCC“‘(‘ROCtCNCaS required by statutes: (list) 


[] Effective on______SS——OCOCSCCSCCOCW“ __'_(Designate effective date earlier than 30 days after filing with the Secretary 
of State pursuant to Government Code Section 11346.2(d).) 


[] Request Attached 


d. [ ] Effective on______________________(Designate effective date /ater than 30 days after filing with the Secretary of 
State.) 
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ice o} 
of the State of Collfornta sind 





ORDER OF REPEAL 


GOVERNMENT CODE SECTION 11349.6(b) 


The adoption of sections 22-023.111, 22-023.112, 22-023.112, 
22-023.113, 22-023.114, 22-023.115, 63-804.631(b) and (c), the 
amendments to sections 22-001.121l(a), (b) and (c), 22-001.7, 
22-003.2, 22-003.22, 22-023.11, 63-804.631 and 63-804.632 and the 
repeal of sections 22-023.111 and 22-023.112 of the Manual of 
Policies and Procedures, which were adopted by the Secretary of 
State on December 31, 1984, effective January 1, 1985, are 
hereby repealed pursuant to Government Code section 11349.6(b). 


The Department of Social Services has not provided specific facts 
Showing the need for immediate action, and the regulations are 

not necessary for the immediate preservation of the public peace, 
health and safety, or general welfare. 





DATED: January 7, 1985. 


__ ENDORSED 
APPROVED FOR FILING 


JAN 7 1985 
Office of Adminiswative law 














STATE OF CALIFORNIA FACE SHEET (See Instructions on Reverse) 






STD. 400°($/83) (OAL-4) 
. 3-6 
RECEIVED TOT SILING FOR FILING ADMINISTRATIVE REGULATIONS eae 
os WITH THE OFFICE OF ADMINISTRATIVE LAW 2Y 
t — | 
Dec 14 10 nu AM "SY ) 
OFFICE OF ne " FILE D ans 
ney VE office of the Secretary 
ADMINISTRATIVE 1. ATTACHED ARE REGULATIONS ADOPTED, Ne aes cee 
2NOORSED AMENDED OR REPEALED BY: . yb. 
PPE coe en cee JAN 1 8) 198 
State Department of Social Services Aflab Av'clock M. 


JAN4@ 1985 —eV*ee TR — | MaReu Foc Eu, Sela of State 


as 
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BY: me jb : ht Ly~— 


Deputy Secretary of State 


LEAVE BLANK oEneY OFFICER AUTHORIZED TO SUBMIT REGULATIONS) LEAVE BLANK 


AGENCY CONTACT PERSON AND POSITION 





Harry Baertschi, Regulations Ana Tyee HONE 5-7054 
2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 


MPP SECTIONS AMENDED 41-440.12, 41-440.45, 44-103.115, 44-103.23 and .24 
Title: 44-206 (Heading) and 44-206.1 
MPP SECTIONS ADOPTED 44-103.116, .117 and .118; 44-206.1(m),and (n) and 
44-206.25 and .26 
MPP SECTIONS REPEALED44-206.21 and 44-440.26 





3. TYPE OF ORDER (CHECK ONE) 


Emergency ees ‘ 
eal Regular [ ] (Attach Finding of Emergency) [| Certificate of Compliance 


Other Regulatory Actions: 
Procedural and Organizational sa : Authority and Reference 
[ ] Change [ ] Editorial Correction [ ] Citation Change 


4. IS THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? 


No [ ] Yes, if yes give date of previous filing 
5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 
[] No [| Yes 





6. IF THESE REGULATIONS REQUIRED PRIOR REVIEW AND APPROVAL BY ANY OF THE FOLLOWING AGENCIES, 
CHECK*:THE APPROPRIATE BOX OR BOXES. 
Cl State Fire Marshal Cal Building Standards Comm. Fair Political Practices Comm. Cl Department of Finance 
(Attach Approval) 


(Attach Approval) (Include FPPC Approval Stamp) (Attach STD. Form 399) 
b. DATE OF ADOPTION OF REGULATION(S) c. DATES OF AVAILABILITY OF MODIFIED 


REGULATION(S) (GOV. CODE SEC. 11346.8(c)) 
December 11, 1984 TL/23/ 85. bo 19) 7/84 









. PUBLICATION DATE OF NOTICE IN CALIFORNIA 
ADMINISTRATIVE NOTICE - 


May 4, 198 






8. WAS THIS REGULATORY ACTION SCHEDULED ON YOUR AGENCY RULEMAKING CALENDAR? 


[x | No Ci Yes 


9. EFFECTIVE DATE OF REGULATORY CHANGES: (SEE GOVERNMENT CODE SECTION 11346.2 AND INSTRUCTIONS 
ON REVERSE) 


a. Effective 30th day after filing with the Secretary of State. 
b. [] Effectiveon__ == CC‘“C AS, r@QQired by States: (list) 
Cc; [ | Effective on__t_——C—C—C(CCC‘(CMNUCC(D@ Signe effective date earlier than 30 days after filing with the Secretary 


of State pursuant to Government Code Section 11346.2(d).) 
[] Request Attached 





d. [ ] Effective on_____________________(Designate effective date later than 30 days after filing with the Secretary of 
State.) 
































INSTRUCTIONS FOR STD 4uu 
(OAL-4) 


A completed Face Sheet for Filing Regulations With the Office of Administrative Law must be attached to the front of each of the seven copies 
of the regulations. Note that at least one Face Sheet must contain an original signature of the agency officer authorized to submit regulations. 


Part 7. 


Part 2. 


Part 3. 


Part 4. 


Part 5. 


Part 6. 


Part 7. 


Part 8. 


Part 9. 


Provide agency name and signature of the agency officer. Also provide the name and telephone number of the person who can answer 
questions regarding this regulatory filing. 





Provide the Administrative Code Title in which the regulation will appear-and list each section number to be amended, adopied, or 
repealed. : 
(Attach additional sheets if necessary.) 


Check appropriate box. If other than a regular or emergency filing or certificate of compliance, check the appropriate box under “Other 
Regulatory Action.’’ Note: Procedural and organizational changes, editorial corrections and authority and reference citation changes 
are reviewed and are subject to OAL approval. 


e Fi n 


Check appropriate box. 


Regulatory activity resulting from the agency’s review of existing regulations should be_submitted in a separate filing. If not submitted 
separately, regulations not resulting from the review and any material in the rulemaking file relating to them must be clearly identified. 


Certain regulatory activities must be reviewed and approved by other state ‘agencies prior to submittal to OAL. Regulations subject to 
prior approval include: ee 


a. Fire and panic safety regulations (Gov. Code Sec. 11342.3). 
b. Building standards as defined in Section 18969 of the Health and Safety Code (Gov. Code Sec. 11343). 
c. Conflict of Interest regulations (Gov. Code Sec. 87300 et seq.). 


Note: Regulations that have a fiscal impact on state, local or federal government or result in reimbursable costs to local government or 
school districts should be discussed with the Department of Finance. See Government Code Sections 11346.5(a) (6), 11349.1 and 
S.A.M. Sections 6050-6057. 


a. Provide the publication date of the Notice Register in which the initial notice regarding these regulations appeared. 
b. Provide the date on which the regulatory agency adopted the regulation(s). 


c. If the regulations were modified subsequent to the hearing or written comment period, provide the date the modified regulations were 
made available to the public. Note that this date must be at least 15 days prior to the date indicated in (b.) above. 


Check appropriate box. This information is for statistical purposes. 

Effective Dates—check one of the following: 

a. If regulations are to be effective 30 days after filing with the Secretary of State. 

b. If an effective date other than (a.) is required by statute, provide the date and the statutory citation(s). 


c. lf a designated effective date is being requested, please include a letter specifying the date the regulation(s) should take effect and 
the reason for the earlier effective date. Requests are granted by OAL for good cause shown. 


d. If an effective date later than (a.) is requested, provide the date. 


Filing Requirements 


The following material must be submitted when filing regulations with OAL: 


« Seven (7) copies of the regulations. Note: Use underline/strikeout to indicate changes in an existing section. Repeal of an entire section 
may be indicated by placing a diagonal slash through text. For adoption of new section, underscore is not required. 


e« Acompleted Face Sheet for Filing Regulations With the Office of Administrative Law, form STD 400 (OAL-4) attached to the front of each 
copy of the regulations, with at least one Face Sheet bearing an original signature. 


e Complete rulemaking file, with index and sworn statement. (See Government Code Section 11347.3 for full list of rulemaking file contents 
and Appendix 13 of OAL Regulations Handbook for a rulemaking file checklist.) 








Renumper and Amend Section 41-440e12 to read: 
41-440 UNEMPLOYMENT OF A PARENT OR PARENTS 41-440 


el Definition (Continued) 
el2 State-onlty AFOC-U Program 


st2t(a) A The family of a parent wno 1s unemployeds as 
: specified in Section 41-4404ells may ve eligible 
for venefits under the State-only aAFOC-U Program 


if the county getermines that: 


tay(l) Neither parent in the home 1s employed 
full-time; and 


¢b3(2) Neither parent can meet the requirements 
for federal financial participation 
specified under Section 41-4404» and 


t¢+(3) Deprivation is due to the unemployment of 

7 whichever parent in the nome in which both 
parents are livinge is the principal 

earnere ; - 


stz2(b) Except as provided in ta} (1) Dbelowe tor 
State-only AFDC-U program purposess tne principal 
earner shall be determined py the family: 


tax(l) If the family fails to destgnate the 
principal earner the county shall make the 
determination as follows: 





tt4(A) If at least one of the parents has 
work or training experience which 15 
applicable towards acquiring a 
connection with the labor forces as 
specifred in Section 41-4404436¢ tne 
county shall designate as tne 
principal earner that parent who nas 
the pest potential for establisning a 
connection with tne labor forces or. 


¢24(B) If mneitner parent nas any work or 
training experience which 1s 
applicable towards acquiring the 
connection with the lapor forcee as 
specified in Section 41-440043+ the 





» 














principal earner shall be whichever 
parent the county designateSe 


wt23(c} Once the principal earner has been determineds 
that parent continues to be the principal earner 
for each consecutive month for which the family 
receives State-only AFOC-U benefits except when a 
erRange tA the prtnetpat wage earner woutd atton 
the famtty te quattfy for fedcerat frnmanetat 
parttretpattern when the other parent meets tne 


st24(d) Eligibdility for State-ontly AFOC-U program 
benefits shall not exceed three months in any 12 
consecutive month period except that for those 
families wno receive EA-UP (see Section 41-500)» 
eligibility under this program shalt be limited to- 
two montns in any 12 consecutive month periode 
(1) Persons receivin EA-UP or State-only 
AFOC-U on the effective date of these 
regulationse if otnerwise eligibles shall 
be eligible as a person to receive up to 30 
Gays of EA-uP and three months ot 
State-only AFOC-U during the l2 consecutive 
month pertrod which began on tne beginning 
date of aide 


HANDBOOK 


st25(e) The eligibility periog “shall ve determined as 
follows: . 


tat+(l) Emergency Assistance program benefits under 
Section 41-500 Cannot be Daild to a Pregnant 
womans one person FBUs or to cover the 
pregnancy special need payment (Section 
44-2050e2 and 44-2lle4)e when @a@ pregnant 
womans and unborn childe if born and living 
with the mothere would bde eligible to 
receive State-only AFOC-U program bDenefitss 
the pregnant woman shall be eligible to 
receive up to three months of State-only 
AFDC-U benefits during the 12 consecutive 
month pertod which commences on the 
beginning date of aide 


wt26(f) If a person's aid iS discontinued prior to tne 
expiration of missher eligibility period (see 
Section s«t25 (e) adove).aid may be restoréd later 











a ate a 





for a period of no more than the remaining portion 
of hissher eligibility periode 


zt27#(g) A person's eligibility period commenced on the 


beginning date of aid ande if otherwise eligibdler 
expires after -three months of aid has bvdeen 
receivede That eligibility period may expire on 
any date prior to the end of a calendar month if 
the beginning date of aid was a date other than 
the first day of a calendar montne 


w¥28(N}) At the time that atid is approvedse a person 


eligible to receive aid under this section snalt 
be informed in writing that the eligibility period 
for the program is time-limited; thats unless 
there 1S a change in circumstancess aid payments 
shall terminate at ‘the end of the specified 
period; ana that if he/she disagrees with the 
proposed actione he/she has a right to request a 
state hearinge 


*t29(1) No atid shall be paid to a recipient under this 


Ci) 


Authority: 


Reference: 





section who has requested a state hearing but 
whose time-limited eligibility period nas expirede 


those principal __earners __wno are apparently 
elagiodle for UlBe See Section 44-1034242(a) for 
tne definition of “meet all conditions of 


welfare ana Institutions Code Sections 105536 
105549 10604(b)e and 112096 

Welfare and Institutions Code Sections 
i11201(b)(3)2 L1L250¢« and 113156 














Repeal Section 41-440.26- 


41-440 UNEMPLOYMENT OF A PARENT OR PARENTS (Continued) 41-440 


«2 Requirements to be Met in Order to Establish Deprivation Due 
to Unemployment (Continued) 


s26 At+ AFBE-U parents shatt appty ferv meet att condittons 
ef ettgtbtrt+tty forv and secept unempteyment tasurance 
benefits to whAteh they are entttted exeept trat tre 
fottowinag tadtvtduats wtrtt net quattrfy and shatt not be 
referred to EBB te appty for vist 





z26t One who tS reecetrvtaAg dtsantirty +tASoFAREe 
benefrtse 


w262 @Gne whe Ras AOt worked tA tHe past 19 MONtKHSs 


263 Gre who +5 +t+ er. taAjuredy as speetftred by Seecttron 
42-639s3v and +S wAmabte to work due te sHER 
tttmess of tAgurys 


Att other t-parents are requtred to Fotfrtt tne 
Prevtstens of thts seettony even tH they are otherwtse 
exempt from work regrstratten under the provtstens of 
Seetren 94-446s24s 








Autnority: welfare ang Institutions Code Sections 10553 
| LO0554e and 10604(bD)s5 and 1LL209~6 


Reference: delfare and Institutions Code Section 1L1L201.s 45 
CFR 2334¢100(a) (5) (11) 6 and 42 USC 
6OT(b)(2)(C)(irje 








Amend Section 41-440e45 to read: 


41-440 


UNEMPLOYMENT OF A PARENT OR PARENTS (Continued) 41-440 


«4 Conditions to be Met for Federal. Participation in Payments to 
AFDOC-U Families (Continued) 


°45 The AFDC-U parent principal earners who 1S apparently 
eligible for UIB (see Section 44-1034115(a))+ shall not 
Rave refused te apply for and accept any unemployment 
insurance benefits (UIB) to which he er/sne is 
entitleds, when referred to £00 by the county welfare 
departmente when the principal earner does not meet 
this requirements Federal AFOC-U_ deprivation does not 
exist for the family (see Section _44-206-25)-< See 
Section 44-103 for tne requirements for pursuing U1B_as 
potential income for principal earners wno are not 
exempt from WIN registrations 
Autnority: Welfare and Institutions Code Sections 105539. 
105549 and 10604(b)e 
Reference: 45 CFR - 2336100(a)(5)(i1) and 42 USC 


6©07(0)(2)(C)(1i)e 


























Renumber and Amend Section 44-103e115 to read: 


44-103 EXPLORATION OF INCOME POTENTIALS AND INCOME 44-103 
VERIFICATIONS 


el County Responsibility 
ell Tne county is responsible for: (Continued) 


e1lL5 Refereing all applicants. and recipients wrth a 
work Arstory wtthrm the past 9 menthsv who are 


apparently eligible for UIBe for a determrrnatton 


ef thetr ettgrbttity for unempteyment trrasurance 


benefits ftytby=s Exeepttrens te sueh freferrat are 
persons whet Before the referral _of an applicant 
or_recipient to EDO. tne county snall_make_ the 
preliminary _assessment__that_ tne individual 1s 


(a) Apparently eligible applicants of _UIB are 


(1) Individuals who have not worked _31n 


tat(2) Indiviguals who are receiving UlS.s 
have a UIS claim whicn aS) beINYg 
processede have exhausted theie JI: 


or 
to+ are futty enptoyedv that tov workTig 
' 8 Reurs a dayv forty Hours per neext 

er 
te+ ‘are tt+ ofr tagured a5 spectfred tA 


Seetrom 42-630s37% or 


td are reeetyvrag Ersaprttrty tnsurance 
Benefrtse 
(3) Individuals who are ___ receiving 


(4) Individuals wno are ill _or injured as 




















(5) 


(6) 


Authority: welfare and 


Individuals who are fully employeg 


Institutions Code Sections 10553, 


10554+ 10604(b)*s* and 11209-~- 


Reference: welfare and Institutions Code Section 11270 and 45 
CFR 233420(83)(3)(ix)s and 42 USC 602(a)(7)(A)- 




















Adopt Sections 44-LO3e1L16* 44-LO3e117s and 44-103e118 to reaa: 


44-103 EXPLORATION OF INCOME POTENTIALS AND INCOME 


VERIFICATION 
el County Responsibility 


ell The county 1S responsible for: (Continued) 


44-103 


2116 


Adopt Handbook 


Oor7r vu zee 


a 


Section 44-103e116(a) and (b) to read: 


(a) Tne United States Department of Labor and 
United States Department of Health and 
Human Services WIN Handbooks Cnapter 10+ 


Section 106 Subsection de provides the good 


cause criteria which govern tne work 
Incentive Programe 
(Db) Failure or Refusal to Participate with Good 


Causee 


In some instances a registrant may nave 
good cause for failing or refusing to 
participatee Examples of yood cause may 
includes but are not limited to: 


1) Illness or incapacitys 


2) . Court-required appearance or 


incarceration, 


sudden 
family 


crisis or 
immediate 


3) Emergency family 
change of 
circumstances; 























Oonwvou2z?>rx 


a 


4) Breakdown rn transportation 
arrangements with no readily 
accessible alternate means of 
transportation; 


5) Inclement weather which prevented the 
registrant or other person similarily 
situated from traveling toe or 
participating in the prescribed 
activity; 


6) Breakdown in tne child care 
arrangement or availability of cnild 
care not suited for special needs of 
child for whom 1t 1s intended; 
handicapped or retarded cniltd; 


7) Lack of other necessary social 
servicese even though not 
specifically inctuded in the local or 
state WIN -plan; 


8) Tne assignment or joo’ referral does 
not meet the appropriate work and 
training criteria; 


9) Refusal to accept mayor medical 
services even if sucn refusal 
precludes participation in tne 


programe 





Oiscontinuing or denying aid to an _individuale as 


(a) It the individual 1s a caretaker relatives 


({b) If tne __individual_ 1s one___of several 














Authority: 


Reference: 


{c) If the individual_is the only eligible 


child in the assistance unite aid shall _be 
denied or __ discontinued to the entire 
familys or 

{d) if_the individual is _a State-only  AFOC-U 


Se ee ee ee 


fe) If_the individual _is_a_ federally eligible 
AFOC-U__principal___earner (see Sections 


Continuing gid for the entire month to __an 


a a a nin a a a a i a a a ae ee ee See ee ee 
a a a nr mc a nn ee a ee ee 
a rn a a a a a at a ee he oe Se eee 
a a ae ae a a eee = ee ee th ee ee eS er 


a a mn a ne a ee a eee ee Ee ee 


welfare and Institutions Code Sections 10553¢ 
1055%9 10604(b)+ and 1LL209-6 


welfare and Institutions Code Sections 11270 
113106 114549 114559 and 11458; 45 CFR 224e20(b)e 
45 CFR 233e10(0)(3)s 45 CFR 233¢20(a)(3)(ax)e «5 
CFR 234660 and 42 USC 602(a)(7)(A)e 
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Renumber and Amend Sections 44-103.e23 and «24 to read: 





44-103 EXPLORATION OF INCOME POTENTIALS AND INCOME . 44-103 
VERIFICATION (Continued) 


«2 Applicant and Recipient Responsibility (Continued) 


e223 Onty the applicant or recipient who refuses to does not 
apply for or accept unconditionally available income 
shall be rendered ineligibdlee by steh Fetusats tf the 
apptreant er reetptent whe refeses suEen setron +5 tne 
€aretakerw a protecttve payee shatt be appotramted for tne 
FBU(See Sections 44-103-e1L1L7_ and 44-2064-2)< 
e231 The 95 applicant Or recipient who would De 
disadvantaged by receipt of Special Age 72 GASDI 
Benefits» because he/she would lose mts the public 
assistance cash grant and certain medical 
benefitse 1S not ineligible to a public assistance 
cash grant if .ne/she refuses to apply for ana 
accept such bdbenefitse 


e232 Ef the apptteant or reetptent 15 an AFBE-Y parent 
‘whe refuses toe appty tor or accept unemptoyment 
+ASUrance penefttsy the wrote famtrty ts 
tnetigtbtes 


w240241 Att KFDE apptreants and reetprents are reqotred 
to appty for any vib for whreh they are apparentty 
ettgrbte Shall apply for and accept any UI for 


which E00 determines they are Ne/she_ is eligible. 


Any AFDC applicant or recipient who retuses te 


ts eligiple +5 tnhettgrbte shall_not_ be eligible 
for AFOC (also see Section 44-1L03e115)we For 
requtrrements speerfre te AFBE-Y parentsv ste 


Seetron 4t-446e26s and 


2242 When required to register for WIN» snall_meet_all 
conditions of eligibility for  uIBe unless the 
county determines that the individual had goog 


fa) “"Meet_ conditions of eligibility for UIB" 1s 


Ll 














Adopt Section 44-103-242(b) (Handbook) to read: 


{b) Unemployment . Insurance Code Section 1253 
reads: 12536 An unemployed individual is 
eligible to receive unemployment 


compensation benefits with respect to any 
week only if the director finds that: 


(1) A claim for benefits with respect to 
that week has been made in accordance 
with authorized regulationse 


(2) He has registered for worke and 
thereafter continued to reports at a 
public employment office or such 
other place as the director may 
approvee Eicher oor both of the 
requirements of this subdivision may 
be watved or altered by authorized 
regulation as to partially employed 
individuals attached to regular joDSe 


(3) He was able to work and available for 
work for that weeke 


QQ UBF S 


(4) He has been unemployed for a waiting 
period of one week as defined in 
Section 1254.6 


x 


(35) He conducted a search for suitable 
work ain accordance with specific and 
reasonable instructions of a public 
employment of ficee 
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Autnority: 


Reference: 


welfare and Institutions Code Sections 10553¢ 
105549 10604(b)e and 112096 


Welfare and Institutions Code Sections 11201 and 
11279; 45 CFR 2334100(a)(5)(i1) and 45 CFR 
233e20(a)(3)(1x)3 42 USC 602(a)(T)(A)*e and 42 USC 
607(0)(2)(C)(11)s and Unemployment Insurance Cove 
Section 12536 
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Amend Title Section 44-206 and Section 44-206el to read: 


44-206 PERSONS WHO MUST BE EXCLUDED FROM THE FRY 44-206 


el The following persons must be excluded from the FY 
assistance unit (even if it would be appropriate to include 


them under Sections 44-205623 or 24): 


Authority: welfare and Institutions Code Sections 105536 
10554+ 10604(b)se and 112096 


Reference: welfare and Institutions Code Sections 10553 and 
10554. 
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Adopt Section 44-206el(m) and (n) to read: 


44-206 PERSONS WHO MUST BE EXCLUDED FROM THE Fad 44-206 
ASSISTANCE UNIT (AU) 


el Tne following persons must be excluded from tne assistance 
unit (even if it would be appropriate to incluge them under 
Sections 44-205e23 or 24): (Continued) 


{m) Any applicant or _ _reciptrente required to register for 


{n) Any applicant _or recipient who does not_apply for or 


Authority: welfare and Institutions Code Sections 10553¢ 
10554* 10604(b)* and 11209. 


Reference: welfare and Institutions Code Section LlL2704 45° 
: CFR 233420(a)(3)(1x)s and 42 USC 602(a)(7)(A)e 
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Repeal Section 44-206e21 to read: 


44-206 
ASSISTANCE UNIT (AU) 


PERSONS WHO MUST BE EXCLUDED FROM THE FBUY 


(Continued) 44-206 


e2 The entire family is ineligible for aid payments when: 


e21 Fe AFBE-Y parent refuses te 
{See Seetton 44-1634232}5 


Welfare anda Institutions Code 
10554e 1LO604(b)e ana LL209~ 


Authority: 


welfare and Institutions Coae 
CFR 2330e100(a)(S5)(ri)> and 
607(b)(2)(C)Cit)e. 7 


Reference: 


appty for er 


Sections 





accept die 


105536 


Section LL2Ols 45 


42 USC 
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Adopt Section 44-206e25 and e26 to read: 


44-206 PERSONS wHO MUST BE EXCLUDED FROM THE F8U (Continued) 44-206 
ASSISTANCE UNIT (AU) 


e2 The Entire Family is Ineligible for Aid Payments’ when: 
‘(Continued) 


Authority: Welfare and Institutions Coge Sections 10553 
10554% 10604(b)s and 11209. 


Reference: Welfare and Institutions Code Section LL2OL» 45 


CFR 233-100(a)(5)(11)% and 42 USC. 
607(D)(2)(C)(ii)e 
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Renumber Section 63-102 to read: 
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DEFINITIONS 63-102 


"allotment" means the total value of coupons a household 
is authorized to receive during eacn calendar month of 
certificatione 


“Application form™ means: 


(A) The application form designed or approved by FNS» 
which is completed by a household member. or 
authorized representativee 


(B) For households in which all members apply for or 
receive Public Assistancee it shall mean the forms 
used to apply for AFOCs including any necessary 
Food Stamp Program attachments approved by FNSe 


"Authorization to Participate card (ATP)™ means a 
document which is issued by the county to a certified 
household to show the allotment the household is 
authorized to receive on presentation of such documente 


"Beginning Months” in.a retrospective budgeting system 
means the first month the household is certified for 
food stamps and the month thereafter. For households 
applying for food stamps and PA benefits at the same 
times a third beginning month shall be assigned if 
necessary for the household to transition from 
prospective to retrospective budgeting during the same 
month for both food stamps and PAe The first beginning 
month cannot be any month which immediately follows a 
month in which a household is certified and subject to 
retrospective budgeting’‘in any project arede 


"Budget Month” in a retrospective budgeting system means 
the month from which income’ and other circumstances 
(except household composition) of the nousehold are used 
to calculate’ the household’s allotment for the 
corresponding issuance monthe 


"Calendar month" means a period running from the first 
of the month through the end of the monthe 


“Communal dining facility™ means a public or nonprofit 
private establishment approved by FNS which prepares and 
serves meals for elderly personse or for supplemental 
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security income (SSI) recipients and their spouses; a 
public or private nonprofit establishment (eating or 
otherwise) that feeds elderly persons or SSI recipients 
and their spouses» and federally subsidized housing for 
the elderly at which meals are prepared for and served 
to the residentSe It also includes private 
establishments which contract with a local agency to 
offer meals at concessional prices to elderly persons or 
SSI recipients and their spousese 


Compliance with “CWD Time Limits™ means’ taking action 
within the time frames specified unless the last day for 
taking action falls on a Sunday or other holidays as 
specified in Government Code Sections 6700 and 6701s in 
which case the last day for taking action is on the next 
normal working daye If the last day falls on a Saturday 
the CWD shall take action on or before that datee 


"County agency {(CWD)" means the agency: of county 
government which has been delegated the responsibility 
for the administration. of the federally aided public 
assistance programs within the countye 


"Coupon" means a type of certificate provided pursuant 
to the provisions of Division 639 Food Stamp 
Regulationss for, the purchase of eligible foodse 


"Coupon issuer™® means the CwO or any persone 
partnerships corporations organizations or other entity 
with which a CwO has an SDSS approved contract fore or 
to which it has assigned responsibility for the issuance 
of coupons to householdse 


“Days" unless stated otherwise refers to calendar daySe 


"Department" means the State Department of Social 
Servicese 


“Oirector™ means the director of the State Department of 
Social Servicese 


"Drug addiction or alcoholic treatment and 
rehabilitation program"* means any drug addiction or 
alcoholic treatment and rehabilitation program conducted 
by a private nonprofit organization or institution which 
is certified by the Department of Alcohol and Orug 
Programs as providing treatment which can lead to the 
rehadilitation of drug addicts or alcoholics. 


"Elderly or disabled member" means a member of a 
household who: (1) is 60 years of age or older; (2) 
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receives disability or blindness payments under Title II 
of the Social Security Act; (3) is a veteran with a 
service-connected disability rated or paid as_ total 
under Title 38 of the United States Code or is 
considered in need of regular aid and attendance’ or 
permanently housebound under such title of the Codes (4) 
is a surviving spouse of a veteran and considered in 
need of aiG and attendance or permanetly housebound ofr @ 
surviving child of a veteran and considered to be 
permanently incapable of self-support under Title 38 of 
the United States Code; or (5) is a Surviving spouse or 
child of a veteran and entitled to compensation for a 
service-connected death or pension benefits for a 
nonservice-—connected death under Tittle 38 of the United 
States Code and has a disability considered permanently 
under Section 22:3{(1) of the Social Security Acte 
“Entitled"™ as used in this definition refers to those 
veterans*® surviving spouses and children who are 
receiving the compensation or benefits stated or have 
been approved for such paymentse but are not receiving 
theme rors . 


“Eligible food" means: 


(A) Any food or food product intended for human 
consumption except alcoholic beverageSe tobaccor 
and hot foods and hot food products prepared for 
immediate consumptione 


(B) Seeds and plants to grow foods for personal 
consumption of eligible households. 


(Cc) Meals prepared and delivered by an FNS authorized 
meal delivery service to touseholds eligible to 
use coupons for the purchase of delivered meals; 
or meals served by a communal dining facility for 
the elderly to households eligible to use coupons 
for communal dininge 


(0) Meals prepared and served to households eligible 
to use coupons to purchase those meals by a drug 
or alcoholic treatment and rehabilitation center 
which is authorized by FNS to accept coupons in 
exchange for mealse 


(CE) Meals prepared and served to eligible blind or 
disabled residents receiving benefits under Title 
II or Title XVI of the Social Security Act by a 
group living arrangement which is authorized to 
accept coupons in exchange for mealse 
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{F) Meals prepared and served by a shelter for 
battered women and children to its eligible 
residentse 


“Extended Filing Date" in a monthly reporting system is 
by close of business on the first working day of the 
issuance month and is the final date by which the 
household must submit a complete Monthly Eligibility 
Report (CA 7)s including allt required verification 
without penalty of termination of eligibility or 
disallowance of deductionse 


“FNS™ means the Food and Nutrition Service of the UeSe 
Department of Agriculturee 


“Federal fiscal year" means a period of 12 calendar 
months beginning with October 1 = and ending with 
September 30 of the following yeare 


“Food Stamp Act" means the Food Stamp Act of 1977 (Pube 
Le 95-113)+ including-.any subsequent amendments theretoe 


DFA and CA forms means the State*s most currently 
printed Division of Financial Administration and 
Children*s Assistance Formse 


“General Assistance (GA) means cash assistance which is 
financed by county funds. 


“Group living arrangement" means a pubdlic or private 
nonprofit residential setting serving no more than 
sixteen residents that is licensed by the Department of 
Social Services as either a small family tomes a large 
family homes or a group homee To be eligible for food 
stamp benefits» a resident of such a group living 
arrangement must be blind or disabled and receiving 
benefits under Title II (Retirements Survivorse 
Disability Insurance benefits) or Title XVI (SSI) of the 
Social Security Acte Howevers if per Section 63-4022, 
Title XVI recipients are ineligible for food stampss 
this ineligibility shall apply to Title xXvI (SSI) 
recipients who are residing in group living 
arrangementse 


“Housenold Disaster™ means a natural event such as 
floods tornados or a devastating event sucn as a firee 


“House-to-house trade routes" means any retail food 
business operated from a trucks buse pushcarte or other 
vehicle which can move easily from place to placee 
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"Identification (ID) card" means a card which identifies 


the bearer as eligible to receive and use food couponse 


(2) “Immigration and Naturalization Service (INS)™ means the 
Immigration and Naturalization Services UeSe Department 
of Justicee 
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“Initial Application and Certification™ means: 


For the purpose of prorating benefits (see Section 
63-503613): 


(a) The first application for benefits a 
household has ever filede or 


(dD) An application for certification filed 
after any break in certificatione 


For the purpose of determining verification 
requirements (see Section 63-3005): 


(a) The first application for benefits a 
household has ever fileds or 


(b) An application’ for certification filed 
after at least a one month break since the 
household was last certifieds or 


(c) An application received from any household 
which was immediately previously certified 
in another project area regardless of 
whether or not there has been a one month 
break since the household was last 
certifiede 


For the purpose of determining whether or not it 
is a beginning month(s) for a househotd which 
shall be subject'to retrospective budgeting (see 
Section 63-5036«21): 


(a) The first application for benefits a 
household has ever fileds or 


(b) An application for certification filed 
after at least a one month break since the 
household was last certified and subject to 
retrospective budgetinge 


(4) “Institution of higher education" means any educational 
institution which normally requires a high school 
diploma or equivalency certificate for enroltments 
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including but not limited toe colleges» universities» 
and vocational or technical schools at the post-high 
school levele Some institutionss which normally require 
a high school diploma or equivalents make exceptions for 
certain students who the institution feels can benefit 
from the program offered even though the student has not 
graduated from high schoole In such caseSe these 
institutions are still to be considered “institutions of 
higher education". 


"Issuance Month" in a monthly reporting and 
retrospective budgeting system means the month for which 
a food stamp allotment is issuede The allotment is 


based on income and circumstances in the corresponding 
budget monthe In prospective budgetings the budget 
month and issuance month are the samee In retrospective 
budgetings the issuance month is the second month after 
the budget monthe 


"“Tssued™ means an item is disbursede Therefores coupons 
or ATPs are considered issued-when deposited in the mail 
or handed over the countere 
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“Liquid Resources*® means those resources which are in 
the form of cash or are readily converted into casne 
Such resources shall) include but may not be limited to 
cash on hande money in checking of savingS accouNntse 
savings certificatese trust deeds» notes receivables 
stocks or bondse and nonrecurring lump-sum payments 
unless specifically excluded in Section 63-S501le3-« 


"Meal delivery service"™ means a political subdivisions a 
private nonprofit organizatione or a private 
establishment which contracts with a ltocal agency for 
the preparation and delivery of meals at concessional 
prices to elderly persons and their spouses; and to the 
physically or mentally handicapped and their spousess 
such that they are unable to adequately prepare all of 
their mealse 


"Megicaid™ means medical assistance under Title XIX of 
the Social Security Acts as amendede 


Medical licensed practitioner or other qualified health 
professional authorized by state law shall include but 
not be limited to the following: Acupuncturistsys 
Chiropractorss Educational PsychologistsSe Midwiveses 
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Nurse Practitionersse Nurses {(Registerede Vocationals 
Home Administrators and Registry)+* Physical Therapists» 
Podiatrists» Psychiatrists» Psychiatric Technicians and 
Clinical Psychologistse 


“Migrant Farmworker” shall mean an individual who does 
not live at his/her homey but rather travels from place 
to place outside the project area in .which the 
individual residese to seek employment in an 
agriculturally related activitye A migrant household is 
a household that travels for this purposee A household 
residing at its primary residence shall not be defined 
as a migrant household for food stamp purposese 


"Mixed Household" means a food stamp household in which 
less than allt members receive public assistance in 
addition to food stamp benefitse For purposes of these 
regulationss mixed households shall be considered 
nonassistance thouseholds and shall be subject to the 
same procedures as nonassistance households except as 
otherwise specifiede |. 


Annsne(l)“Nonassistance Household" means a household which 


hha (2) 


eos (3) 


fwoe(h) 


aq=epe(1) 


te 


receives food stamp benefits and in which none or less 
than all of its members also receive public assistancee 


“Nonliquid Resources” means those resources which are 
not in the form of cash and are not’ readily converted 
into cashe Such resources shalt include but may not be 
limited to personal propertye licensed and unlicensed 
vehiclese buildingsy lande recreational propertiess and 
any other propertye unless specifically excluded in 
Section 63-SO0le3-6< 


"Nonprofit cooperative food purchasing venture“™ means 
any private nonprofit association of consumers whose 
members pool their resources to buy foode 


"Overissuance™ means the amount by which coupons issued 
to a household exceeds the amount it was eligible to 
receivee 


"Parental Control" 


(A) A minor child shal! not be considered under the 

; parental control of the adult with whom he/she 

resides if any one of the following conditions 
exists: 
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(a) The minor entered into a valid marriages 
whether or not such marriage has terminated 
by dissolution. 


(b) The minor 1S on active duty with any of the 
armed forces of the United States of 
Americae (Note: A person who was in the 


armed forces but was discharged before 
reaching the age of 18 could still be 
considered under parental controle) 


(c) The minor has been emancipated by a court 
ordere 
(B) If none of the above conditions exist then whether 


or not a Minor should be considered under the 
parental control of the adult with whom he/she 
resides shall be determined using the’ following 
criteriae The eligibility worker shall assess the 
relative importance of the criteria below to each 
individual case. .in determining whether or not 
parental control exists: 


(a) The minor is economically self-supporting 
and managing his/her cwn affairse 


(b) The closer a minor is to 18 years the more 
significant age becomes in the 
determination of parental controle 


(c) The minor is absent from the adult with 
‘ whom he/she is residing for significant 
periods of time and comes and goes without 

the adult's approvale 


A "Photo Identification Card System" is one which meets 
all the requirements of Section 63-504.9. The photo 
identification card system may utilize a single 
identification card which meets the requirements of 
Sections 63-504e5 and 63-504e9 or two identification 
cards which together meet the requirements of these 
sectionse 


“Prescreening™ means gathering information to perform a 
preliminary review of eligibility for participation in 
the food stamp programe Prescreening does not include 
gathering information to refer an applicant to the 
appropriate program or office. 


“Program™ means the Food Stamp Program conducted under 
the Food Stamp Act and regulationse 
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“Project area" means the county designated as_ the 
administrative unit for program operationse Upon prior 


FNS approvals a Citys Indian reservations welfare 
districts or any other entity with clearly defined 
geographic boundaries» or any combination of such 


entitiess may be designated as a project areas or the 
state as a whole may be designated as a single project 
areae 


"Prospective Budgeting" means the computation of a 
household's food stamp allotment for an issuance month 
based on an estimate of income and circumstances which 
will exist in that monthe 


"Prospective Eligibility” means the determination of a 
household"s eligibility for an issuance month based on 
an estimate of a household's incomes circumstancess and 
composition which will exist in that monthe 


"Public Assistance (PA)™ means any of the’ following 
programs authorized by. the Social Security Act of 1935¢ 
as amended: Old-age assistancee Aid to Families with 
Dependent Children (AFDC)s including AFOC for children 
of unemployed fathers» Aid to the Blinds Aid to the 
Permanetly and Totally Disabled and Aid to Aged» Blinds 


or Disablede A PA household is a household in which all 


members receive PAe 


ge Reserved 


kkkwre(l)Compliance with "Recipient Due Dates" means items shall 


ve (2) 


Ans (3) 


ggew (4) 


be received by close of business on the date specified 
unless that date falls on a weekend or holidays in which 
case tne due date 1s by close of business on the next 
normal working daye 


"Regulations" means the provisions of this manuale 
Regulatory citations refer to provisions of this manual 
unless otherwise specifiede 


“Report Month" in a monthly reporting and retrospective 
budgeting system means the month during ws#hicn the 
monthly eligibility report (CA 7) from the budget month 
is due and the month during which the household's 
allotment for the issuance month is calculated. The 
report month is between the budget month and the 
issuance monthe 


"Retail food store™ means: 
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Se 
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frese(1l) 
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zz~ (3) 


(A) An establishment or recognized department of an 
establishments orf a house-to-house trade router 
whose eligible food sates volume is more’ than 50 
percent for food items for home preparation and 
consumptione See Section 63-102(pppe-) for 
house-to-house trade route definitione 


(B) Public or private communal dining facilities and 
meal delivery servicese drug addict or alcoholic 
treatment and rehabilitation programss public or 
private nonprofit shelters for battered women and 
childrene or public or private nonprofit group 
living arrangements which accept food stamps’ in 
exchange for mealse 


(Cc) Drug addict or alcoholic treatment and 
rehabilitation programs or public or private 
nonprofit group’ living arrangements which redeem 
coupons directly through wholesalerse 


(0) Any private nonprofit cooperative food purchasing 
ventures including those whose members pay for 
food prior to receipt of the foode 


{E) A farmer’s markete 


"Retrospective Budgeting" means the computation of a 
household's food stamp allotment for an issuance month 
based on actual income and circumstances which existed 
in the budget monthe 


“Shelter for Battered Women and Children” means a public 
or private nonprofit residential facility that serves 
battered women and/or women with children. A shelter: 
1) may have FNS authorization as a retail food store to 
redeem coupons through wholesalers; 2) may accept 
coupons from residents in payment for meals prepared by 
the shelter; 3) may redeem coupons at retailers as the 
authorized representatives or 4) residents may use 
coupons to purchase food and prepare mealse If the 
facility also serves other individuals» a portion of the. 
facility must be set aside on a long-term basis to serve 
only battered women and/or women with childrene 


"Sponsor" means a person who executed an affidavit(s) of 
support or similar agreements on behalf of an alien as a 
condition of the alien*s entry or admission into the 
United States as a permanent residente 


“Sponsored alien" means those aliens lawfully admitted 
for permanent residence into the United States as 
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immigrants and supported by a sponsor in order to 
overcome Section 212(a)(15) of the Immigration and 
Nationality Acte 


"Spouse" refers to either of two individuals who would 
be defined as married to each other under applicable 
state Jaw or who are cohabitating and are holding 
themselves out to the community as husband and wife by 
representing themselves as such to relativess friendse 
neignborse or tradespeoplee 


"Staple food" means those food items intended for home 
preparation and consumption which include meats poultry» 
fishes breadstuffse cereals» vegetablese fFruitsse fruit 
and vegetable juicess and dairy productSe Accessory 
food itemss such as coffees tear cocodas carbonated and 
uncarbonated drinksSe, cCandys condiments» and spices are 
not staple foods for the purposes of qualifying a firm 
to participate in the Food Stamp Program as a retail 
food storee 

"State agency" (SDSS)" means the agency of the State 
Government which has the responsibility for the 
administration of the federally aided public assistance 
programs within the statee 


"Supplemental Security Income (SSI)™" means monthly cash 
payments made under the authority of Title xvI of the 
Social Security Acts as amendeds to the ageds blinds ana 
disablede 


"Thrifty food plan” means the diet required to feed a 
family of four persons consisting of a man and a woman 
20 through 54*e a child six through eights and a child 
nine through Ll years of agew determined in accordance 
with the Secretary*s calculationse The cost of such 
diet shall be the basis for uniform allotments for all 
households regardless ‘of their actual compositions 
except that the Secretary shall make household-size 
adjustments in the thrifty food plan taking into account 
economies of scalee 


"Trafficking" means the buying or selling of coupons or 
ATP cards for cCashe 


ve Reserved 
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ttewe(l) “Wholesale food concern" means an establishment which 
sells eligible food to retail stores or to meal services 
for resale to householdse 


$Se “Migrant Households" are households which contain mempers who 
travel to various locations in search of agricultural 
employmente , 


12 























STATE OF CALIFORNIA FACE SHEET (See Instructions on Reverse) 





STD. 400 (3.483) (OAL-4) a iy. 
jo ” O t lO Y 
FOR FILING ADMINISTRATIVE REGULATIONS ; 
WITH THE OFFICE OF ADMINISTRATIVE LAW ORD #1184-60 
RECE WS” °° “ILING 
] 
Jan (0 4 18 PHA FILED 
OFFICE OF 1. ATTACHED ARE REGULATIONS ADOPTED, In the office of the Secretary of State 
ADMINIS TA iVE LA AMENDED OR REPEALED BY: of the State of California 
*PDORSED JAN 1 4 1985 
RS rae Department of Social Services Att: 4 o’clock.. M. 
~ (AGENCY) wit ey EU, Sec y of State | 
4 4000 3 
JAN 14 1685 ) Y lf py (i As 
BY: : 
Vibave seein: sue (AGENCY OFFICER AUTHORIZED TO SUBMIT REGULATIONS) LEAVE BLANK 
AGENCY CONTACT PERSON AND POSITION TELEPHONE 


Roy Howard, Regulations Analyst hus yhoo 
2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 
SECTIONS AMENDED 





Title: 








SECTIONS ADOPTED 


Manual of Policies and Procedures (MPP), 70-800 through 70-809 
SECTIONS REPEALED 








3. TYPE OF ORDER (CHECK ONE) 


Emergency es : 
[] Regular (Attach Finding of Emergency) [| Certificate of Compliance 


Other Regulatory Actions: 


Procedural and Organizational — ; Authority and Reference 
[ ] Change [ ] Editorial Correction [ ] Citation Change 


4. IS THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? 
No [ ] Yes, if yes give date of previous filing 
5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 


No [ ] Yes 


6. IF THESE REGULATIONS REQUIRED PRIOR REVIEW AND APPROVAL BY ANY OF THE FOLLOWING AGENCIES, 
CHECK THE APPROPRIATE BOX OR BOXES. 


State Fire Marshal C] Building Standards Comm. Fair Political Practices Comm. ix] Department of Finance 
(Attach Approval) (Attach Approval) (Include FPPC Approval Stamp) (Attach STD. Form 399) 


7a. PUBLICATION DATE OF NOTICE IN CALIFORNIA b. DATE OF ADOPTION OF REGULATION(S) c. DATES OF AVAILABILITY OF MODIFIED 
ADMINISTRATIVE NOTICE REGISTER REGULATION(S) (GOV. CODE SEC. 11346.8(c)) 


N/A . N/A 
8. WAS THIS REGULATORY ACTION SCHEDULED ON YOUR AGENCY RULEMAKING CALENDAR? 


No [ ] Yes 


9. EFFECTIVE DATE OF REGULATORY CHANGES: (SEE GOVERNMENT CODE SECTION 11346.2 AND INSTRUCTIONS 
ON REVERSE) 


[ ] Effective 30th day after filing with the Secretary of State. 


















[4] Effectiveon__*iling as required by statutes: (list) Government Code Section 11346.1(d)_ 


[ ] Effective on_________+_+_+_+=—=—=_=_=—=—_—s(Designate effective date earlier than 30 days after filing with the Secretary 
of State pursuant to Government Code Section 11346.2(d).) 


[| Request Attached 


[] Effective on________________(Designate effective date /ater than 30 days after filing with the Secretary of 
State.) 























» 
a 


Part 1. 


Part 2. 


Part 3. 


Part 4. 


Part 5. 


Part 6. 





Part 7. 


Part 8. 


Part 9. 





INSTRUCTIONS FOR STD 400 
(OAL-4) 


mre 


4 


A completed Face Sheet for Filing Regulations With the Office of Administrative Law must be attached to the front of each of the seven copies 
of the regulations. Note that at least one Face Sheet must contain an original signature of the agency officer Authorized to}supmit regulations. 


Provide agency name and signature of the agency officer. Also provide the name and telephone number of the person who can answer 
questions regarding this regulatory filing. Pte ia 


Provide the Administrative Code Title in which the regulation will appear and list each section number to be amended, adopted, or 
repealed. 


(Attach additional sheets if necessary.) - 


Check appropriate box. If other than a regular or emergency filing or certificate of compliance, check the appropriate box under ‘‘Other 
Regulatory Action.’’ Note: Procedural and organizational changes, editorial corrections and authority and reference citation changes 
are reviewed and are subject to OAL approval. 


Check appropriate box. 


Regulatory activity resulting from the agency's review of existing regulations should be submitted in a separate filing. If not submitted 
separately, regulations not resulting from the review and any material in the rulemaking file relating to them must be clearly identified. 


Certain regulatory activities must be reviewed and approved by other state agencies prior to submittal to OAL. Regulations subject to 
prior approval include: 


a. Fire and panic safety regulations (Gov. Code Sec. 11342.3). 
b. Building standards as defined in Section 18969 of the Health and Safety Code (Gov. Code Sec. 11343). 
c. Conflict of Interest regulations (Gov. Code Sec. 87300 et seq.). 


Note: Regulations that have a fiscal impact on state, local or federal government or result in reimbursable costs to local government or 
school districts should be discussed with the Department of Finance. See Government Code Sections 11346.5(a) (6), 11349.1 and 
S.A.M. Sections 6050-6057. 


a. Provide the publication date of the Notice Register in which the initial notice regarding these regulations appeared. 
b. Provide the date on which the regulatory agency adopted the regulation(s). 


c. If the regulations were modified subsequent to the hearing or written comment period, provide the date the modified regulations were 
made available to the public. Note that this date must be at least 15 days prior to the date indicated in (b.) above. 


Check appropriate box. This information is for statistical purposes. 

Effective Dates—check one of the following: 

a. If regulations are to be effective 30 days after filing with the Secretary of State. 

b. If an effective date other than (a.) is required by statute, provide the date and the statutory citation(s). 


c. If a designated effective date is being requested, please include a letter specifying the date the regulation(s) should take effect and 
the reason for the earlier effective date. Requests are granted by OAL for good cause shown. 


d. If an effective date later than (a.) is requested, provide the date. 


Filing Requirements 


The following material must be submitted when filing regulations with OAL: 


e Seven (7) copies of the regulations. Note: Use underline/strikeout to indicate changes in an existing section. Repeal of an entire section 





may be indicated by placing a diagonal slash through text. For adoption of new section, underscore is not required. 


« Acompleted Face Sheet for Filing Regulations With the Office of Administrative Law, form STD 400 (OAL-4) attached to the front of each 
copy of the regulations, with at least one Face Sheet bearing an original signature. 


e Complete rulemaking file, with index and sworn statement. (See Government Code Section 11347.3 for full list of rulemaking file contents 
and Appendix 13 of OAL Regulations Handbook for a rulemaking file checklist.) 














TABLE OF CONTENTS 

CHAPTER 70-800 INTERCOUNTRY ADOPTIONS 

SECTION 
Definitions SSCSCHSSSHSSSSHSHSHASHSSCHTSSHATSHSHESHEEEEE8E HEHE 
General and Administrative Requirements cccecavescce 
Laws SCOHSHSSSHESCHESHESTEHESOHSSSEESSESSSEEOTESHOSESOEESC 
Written Agreement with Foreign Agency eeccecccce 
Reports SSOHSSNHSSHOSSSHSASHSHOHSSSHESSEOSSESABECELECHBER 
Fees SSHSOSSSSSHSSHHESOHASSOSSSHPCSHSCEROCEOLOCTESEEE 
Case Records Peet etececcvecasvesecvseccesesceosese 


Custodys Uses and Preservation of Case Records eeece 


Application for the Placement of a Child 


FOr AGOPTION eccccccccccscscccccccccveseccccccscce 
Assessment of the Applicant ecccccccccccccscccscces 
Assessment of the Child ecccccccccccccccccccseccces 
Background Information on the Birth Parents cecccece 
PTACEMENt ceccccccccccvcccccccccccccccccccesccscses 
Supervision of Adoptive Placement ceecccecccccrvccces 


Intercountry Adoption Court Report eecscccccesccces 








70-800 


70-801 © 


70-802 


el 
o2 
03 
4 
e5 


70-803. 


70-804 
70-805 
70-806 
70-807 
70-808 


T0-809 


























Adopt new chapter heading to read: 


Adopt new Section 70-800 to read: 


70-800 OEF 
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NITIONS 70-800 


| 





{a) "Adoption Abroad® means the adoption of a foreign-born child 


(Se ee ee a ee ere ee a ee a ee ee 


CN i a ee ae ee See ee eee Se 


{b) BAgency” means_a licensed California private adoption agencye 


at ae ee we re ee ae Se ee 


c) “California Preadoption Requirements-Adootion Abroad“ means 
goption__Kequirements~Adopt means 


(Sie ate eRe oe ee he a ee 





dd) "California __Preadoption___Requirements-Adoption ___of___a 
Foreign-Born Child in California” means: 

















{2) Assessment of the child as 
TO-805 0 





(3) ODeterminatio that the child is legally free for 


ee EE ee a ee nee ee a a ee ate ene eps eS ce ee ee ne a ne me ee 


4%) Determination that the child*s needs can be met by 


ee a re ee ee Se ee 


a a a ee ee Se ee a ee 


—— ee sh ee SS 


F) "Department" means the State Department of Social Servicese 


{g) “Foreign Agency" means the foreign government _or organization 


authorized under the laws of the foreign country to provige 
adoption servicese 


{h) "Foreign Guardianship" means cares custody» control and 
financial responsibility for the foreign-born child given to 
a__United States citizen by the government of the child*s 


ew ae gee eee eee ee nie me ee a ee ee ee ee 


ee ee re ee 








Sd 


(i) SINS" _means__the Immigration and Naturalization. Services 


oe ee ee ee ere ee ce eS ee 


agency _w “within t the U he United States es. Department _ of Justice charged 


ee ee en ee ee 





with administering the immigration and naturalization laws of 


the United Statese 


(i) “Intercountry doption” __me means Seeds cane coeten ie adoption as 


a a ens A ee RE ak A ee Rs A ED COE eT 


| (1) Welfare and Institutions Code Section 16140 reads as 





fol tows: 

| H "For the purposes of this Chapter “jntercountry 
adoption" means the adoption of a foreign-born child for 
| D whom federal law makes a special immigration visa 
| B. availablee Intercountry adoption includes completion of 
5 the adoption in the child*s native country or completion 

K of the adaption in Caltiforniae™ 
Authority: Welfare and Institutions Code Sections 105535 

105549 and 1614l. . 
Reference: welfare and ‘Institutions Code Sections 16140+ 
16142e 16142els 161439 and 16145; Civil Code 
Sections 259 226els e220 039 e4e 069 and «83 and 8 
ae CFR 204Ge2(d) (3) 
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Adopt new Section 70-801 to read: 


70-801 GENERAL AND ADMINISTRATIVE REQUIREMENTS 70-801 
ali The agency. shall_make copies of the following available to 


all _ staff: 


Federal __ statute _and regulations pertaining to 
intercountry adoptions 
Department_of Social Services® Manual of Policies and 


ee ee era oe oe Se a AS RS SY 


California Administrative Codes Title 22% Division 2+ 
Chapter 3+ Adoptions and Child Placing Agencies 





Current __written information explaining the lawses 


policies and procedures of any foreign agency 


Copies of all written agreements between the agency and 
any_ foreign agency. 


The_agency shall__have_ a written agreement with each foreign 
agency from which the agency places childrene 


221 





a a ee ee ee eee 


The written agreement between the agency and the foreign 
agency shall: 


2211 Verify that the foreign agency _is__authorized to 
place children for intercountry adoption under the 


ES ES AS A SY SENS SS ED Ee ON AS ES ED 


Jaws of the foreign agency*s country. 


ED Oe oD ee eR a A ae mE a ne ee ED OS aE 


foreign -_agency __in relation to _ placement» 
disruptionss finalization of the intercountry 
adoption or return of the child to his/her native 


country 
ae The agency shall notify the foreign agency 


finalized. 


2214 Specify the supervision and reporting requirements 
of the foreign agency 








XOOCWoC22>2 
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2215 Specify the policies _and_ procedures _for the 
selection of chilaren through the foreign agency 


ee ee ee ee ee 


1a 
6 


The policies of a foreign agency may 


7 preclude placement of a foreign-porn child 
with certain individuals or family 
constellations. 


2216 Specify responsibility for travel _arrangements for 


a eo eee Se 


ee ee ee ek ee ee a ee ee ee ee 


ee ee ce eee ae a, a ee ec te cee ee ee ee a ae ae ee ee ee ee ee ee ee ee ee we oe Lee ae ee gs 
SoS SS a a SD ee AS —— 


a ee ee cee ne tee es ete ene ome ee ee ee ee ces ee ee ee oe 


235 The nu 
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a a ae es a ee ae ee ee 


e41 Welfare and Institutions Code Section 1614302 reads as 
follows: 


“The costs incurred by licensed adoption agencies 
pursuant to programs established by the act which added 
this section to the welfare and Institutions Code shall 
be funded by fees charged by those agencies for services 
required by this cnaptere Tne agency's fee schedule 
must be approved by the department ‘initiallys and 
whenever it is alterede" 


The agency shall__maintain _a_ permanent record for each 


foreign-born child and/or family for whom the agency provides 
adoption servicese : 





AQODVSPL 
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In_addition to copies of a1) correspondence case records 
shall include: : 


251k Copies of ali _ documents received from the foreign 
agency 


2512 Written Assessment _of the Child as required by MPP 
Section 70-805 
ae Copy _of psychological _and_ medical history 
form_as_ required by MPP Section 70-805-46 


2513 Copy of written Background _Information on Birth 
Parents as required by _MPP_ Section 10-806 


ce re a re we ae a ee ee ot ee ee SOAS SS DS LS AP ES oP 


A ee ea Pe ee Ae re “a ee 


required by MPP Section 70-804 including: 


(a) Documentation. required by MPP Section 
70-8045 

{b)  Copy_of notification of agency's decision 
regarding the assessment as required by MPP 


Section 70-S804eT7e 


a a ae De 


e515 Information regarding applications placement an 
supervision including: 





(a) Copy of completed application .as required 
by MPP Section 70-803«1 ; 


{b) Copy_of placement agreement _as_ required by 
MPP Section 770-807-216 


fc) Copy of updated psychological and medical 
history form _and updated assessment of the 


a Se ee a ae Sy A notes A ce ee oe ee ae 


and 244 —— 
(qd) Documentation that the agency provided._a 
, copy__of the updated psychological and 


medical history form to the prospective 
adoptive parent _as required by MPP Section 
710-808-3 


me A aC ENS te AES wa SOA eerie Aa Swe AEDES ce 
ee PS AD a a 


aD ee AE ARE NE STEN ED SN Oe AAS 











Authority: 


{fy Documentation_of _all__interviews during the 
supervisory period as_ required by. MPP. 


41} Oocumentation of _any_area_ listed in 
observed by the agency representative 
that_ requires. modification __and__a 


description of the modification 


a re ee pte Soe a a ee a ea et oe ee 


{9) . Copy of written evaluation _of the adoptive 
placement _as__§_required by MPP Section 
70-8087 

(nh) Copy of al? written notices as required by 


Title 22+ California. Administrative Code 
Sections 80684(c) and (d)s. 


Ae ee A a a a ee a 


Copies __of all court reports submitted by the 
Copies __of all___requests___for disclosure of 


a ee ooo a ee ae ee a er ee ee 


including: 


4a)  Requests.____for medically __=senecessary 
information 
{b) Waivers of confidentiality to. allow the 


ae ee ae te a ae ree ee ee ee ee 


and_the adoptive parent == 


(c) Requests _for disclosure of the name__and 
: address of the birth parent | 


{d)- Requests for _a copy of the psychological 


ee ce ee ee ee 


Preadoption Requirements have been mete - 


Welfare and Institutions Code Sections 10553, 
105542 and 16141; and Health and Safety Code 
Section 1530. 














Reference: 


Welfare and Institutions Code Sections 10852 
16143el» and e23 and Title 22+ California 
Administrative Code Sections 89179 and 89182. 














Adopt new Section 70-802 to read: 





70-802 CUSTODYse USE AND PRESERVATION OF ADOPTION 10-802 
CASE RECORDS 
ei All _ adoption case records maintained or made in the process 





SS EE ES ES SE SS A SD NG SNES SE eS eS a ee ee a eS me 


ae ae ee ae ee ae eee ae eS ES SS TAS ES A a EN we 


an__adopted person which is Vimited to general background 
information pertaining to the adopted person®s birth parents. 
221 


Such _information shall not include or reveal the 


~~ 


identity of the birth parentse 


The agency or the department shall disclose medically 
necessary __information pertaining to the adopted person's 


birth parents _to the child or grandchild of the adopted 
persone 
231 such medically necessary information shall__not_include 


SE RES ey ES EE ee a ES ee eo ee calew he eee 


24k Neither the department nor the agency shall solicit 


oe ae ——_ 


directly or indirectly such a waivere 


042 The waiver shall be in the format prescribed by the 


—_—— mr a a te a ce ee ns a en er re we ee ee ce eee Se cee ee a ee oe. 


departmente 


The department or agency shall provide a copy of the medical 
report with the names_and_ addresses of any _ persons contained 
in_the report removed unless the person requesting the report 


es ee ere al ee ca a A cee ee ee ge ae a ee a ee a mee ae ce ee a a SS SE ED eS PD 


251 The person who has been adopted_and who has attained the 


te ee ae De AEP A OO TS AD ee EY AO SE ES SE A 


eee age eee ee, 




















252 The adoptive parent_of a person under the age of 186 


Authority: Welfare and Institutions Code Sections 105534 
105542 1LO8SO{(d)>+ and 16142. 

Reference: ' Civil Code Sections 224se 2306s and 1798e24r and 
Se 




















Adopt new Section 70-803 to read: 


70-803 APPLICATION FOR THE PLACEMENT OF A CHILD 70-803 
FOR ADOPTION 
el The agency shall require a written application prior to 


a) oe ee ee 


Authority: Welfare and Institutions Code Sections 10553+ 
10554¢ and 156141. 


Reference: Welfare and Institutions Code Section 1614l. 
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Adopt new Section 70-804 to read: 


70-804 ASSESSMENT OF THE APPLICANT 70-803 


ee A eS A ES A SE NS 





2l The agency shall_ make a written assessment of the apolicant 
to_ determine the applicant’s suitability as_a prospective 


ell The written assessment shall _ be the basis -for the 


-——= a re ree ee ee a ee Se ee ee ee re ee eee oe. Oe PS ETD eS ED caw 
2 ED SS SD ED ee 


oe DPS ED lS 


22 The agency shall have the authority to make a determination 


that_the applicant shall_ not be approved for the adoptive 


placement _of a child at_any point in the assessment processe 


On ee ee ee ne ee a ce ee ee ee 





Ee ES SD oP aw, 


Se ene ee ee ave aS dD 


241 The agency shall__conduct at least one interview in the 
home_of the applicante 





242 The agency _shali_conduct separate interviews with each 
applicant if more than _one applicante 
243 Inhe__agency shall__conduct a joint interview with the 


2b RD AE 


applicants if there is more than_one applicante 





244 The agency shall conduct _ interviews with all other 


er ae ee ee ee ee ee. 


LS SO ES SS EE SE a SD TE a SD A A AR RSD SOE EP 


251 Approximate time it may take to complete each stage of 


the intercountry adoption process 





232 Statutory and regulatory requirements. for adoption 


e521 INS requirements 


e522 Foreign agency requirementse 


253 Children available for adoption 


rl 














Availability of a grievance review process in accordance 
with Title 22+ California Administrative Code _ Section 
30684, 

The applicant*’s responsibility to pay for transportation 
of the foreign-born child from the child*s native 


country to the child*s final destination in California, 


ERE RS EE SE A SE ES EY IE ME “OD 


The _applicant*s responsibility. for the foreign-born 


child adopted under _the laws of the child®s native 
country. 


If__the applicant _is_ going to adopt the foreign-born 


LS SES ED A CS A TAS SE AAD SR AE ES UD “EA OND SD <a i eee 


2581 The desirability of adopting the foreign-born 


te ee aoe ae ee eee ae ee eee 
——— ee ee me a et ee ee ee eee ee 
Ae A AS Pe EE me a ke A Se ES Oe SS ES ET ED OTS 


a a a a ne ee ee 


‘The. applicant*’s responsibility for the foreign: born 


SE Ee ED eS re Ee I 





In 


oa 
(es) 


Authorization for the release of medical and employment 


ee a eee ee ee Se ee eee 


0 A ET AE ee A a A LO A Oe we eee 


2621 The medical _ report shalt! be signed by a licensed 
- physician. ‘ 

2622 The medical. examination required by this section 
shall__have_ been __conductey_ _no__earlier than six 
months prior to the applications 


A AS ES RS EE A AO Ne EP OS EY EAD ARO a ON MOE ae eee ee a ee ee ee oe 


the applicant. 
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26% 


At__least._three_ Vetters of reference regarding._the 


Se eee eee ee ee Oe a a eens ee eae awe fae ae ee ——— 


si The_assessment_of the applicant shali_include: 


ofl 


Obtaining the following identifying information 


e 

~ 

i 
in 





Name» date of birth and sex 
Current address and telephone number 


Blood retationship to childs if any 


ES DE AS ES OS OS SD eT RD A SS SS EE 





(a) Verification of termination -of a1} prior 
marriagese 











General _ characteristics including: 

fa) The_manner_in which the applicant _has dealt 
with difficult or stressful life situations 

(2) —- Relationships within the applicayt!s family 

fe) Ability to assume responsibility for the 


im 


motional flexibility and stability 


tea ES ee Se a 








{9} 

fe) Self-esteem 
{f) Coping ability 
{92 


The manner _in which normal hazards and 


OEE LE IT ARS RD LE AEE A AD TD EE ae AE AES AAA AIT A STD ce AD AD aA OE CS fn ED a 


fh) Motivation for adoption 
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Li) Ability _to_have_a parent-child relationship 
and to enjoy a child 
Lid Flexibility regarding the _applicant®s 
expectations of a child 
{k} Feelings and attitudes regarding: | 
(1) Inability of the applicant _ to 
conceive children when this is oa 
factor in the application 
42) Children _born to unmarried parents 
43) Children who have been ___ abused» 
neglected or abandoned 
44) Sharing. the facts surrounding the 
adoption with the adopted child 
including how the applicant plans to 
teach the child aboute identify with 
and__have_ information about his/her 
Native country 
{5) Children who have physicals emotional 
and/or_mental_handicapse 
Social background: 
4a) Participation in community activities 
(b) Peer _reltationshipse 


ee en a eS ee en ee ae 


Work_adjustment 

Adequacy _of housing 

(a) Evaluation of adequacy of housing may 
include evatuation of the following 
conditions: 
(1) sanitation 


(2) safety 


(3) sleeping accommodations 





XOOwWO2>=z 
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28 The 


(4) play areae 


The agency. shall provide the applicage with written 
notification of its decision. 


281L Notification of the agency*s decision that _the applicant 
is_approved for the adoptive  pliacement of _a child shall 
include identification of ages ___ races gender __and 
characteristics of children considered for placements 
282 Notification of the agency*s decision not _to approve the 
applicant for the adoptive placement of a child shall 
include _an_identification of the factors listed in MPP 
Section 70-804 which led to the agency*s decisions 
2821 The agency shall. inform the applicant of the 
agency*s_ grievance review procedure and _the right 
of_ the applicant to File a grievance with the 
agency within 30 days of receipt of the agency's 
decisione 
Authority: Welfare and Institutions Code Sections 10553, 
10554+ and 1614l. 
Reference: Welfare and Institutions Code Sections 16142; and 


8 CFR 204e2(d) 
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Adopt new Section 70-805 to read: 


70-805 ASSESSMENT OF THE CHILD . 70-805 


el The agency _shall_make_ a written assessment of the childe 


22 The agency shall obtain documentation on the child to 
facilitate the assessmente including: 


221 Medical reports 


223 Scholastic information 
02% Developmental history 


025 Family life history 


23 The _ agency shall obtain the documentation on the forei n-born 
child from the foreign agency responsible for the child. 


24 The agency shall document any unavailability of the 
documentation required by MPP Section 70-805e2 and the 


a ee a ee es a ne es ee ee ee ce ee ee ae ee 


reasons for its unavailability... , 


A a a a i a ae a ee er tee 


e51l Psychological functioning 
2512 Scholastic Functioning 


2513 Social functioning 





2214 Health statuse 


252 Identification of any special needs of the childe 


a ae re ce SD See cee Oe 


forn for the childe 
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Authority: Welfare and Institutions Code Sections 
105545 and L6él4le 


Reference: Civil Code Sections 2245 and 226666 





10553 


i? 














Adopt new Section 70~806 to read: 


el The agency shall _ obtain the following written information _on 
the child*s birth parents: 


ell Identifying information inctuding: 


#111 Name 





ell2 Current address 

2113 Date of birth 

21l4 Sex 

2115 Race and ethnic background 

2il& Any information required by the foreign agencye 
212 Medical background information including: 

2121 Written medical report signed by _a__lVicensed 





physician 


e 

po 
IN 
INO 


Written medicat. report on the mother of. a child 
who_is less than one year of age signed by the 
physician who delivered the child ors if not 
availatle,s from the hospital where the child was 


borne The report shall_ include: 








(a) Results of the mother*s blood test for 
syphilis 
(bd) Information regarding all medication taken 


by the mother during pregnancy 


(ce) Mother*’s heaith during pregnancy 


{qd} Any complications of pregnancy 
(e) — Any_complications of deliverys 


6 
fo) 
(eS) 


Social history including: 


2131 Marriages 


2132 Other children 
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22 The agency shall obtain the information on the birth parents 
of the foreign-born child from the foreign agency responsible 
for the childe 

23 Ihe agency _shali__document___any unavailability of the 
information required by MPP Section _70-806e1l and the reasons 
for_its unavailability. 

Authority: Welfare and Institutions Code Sections 10553, 

105549 and 16141. 
Reference: Civil Code Sections 2245 and 22666 
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8S ES SE A SS SS ES A SS SD A A Ee a a SS A SD 


Oe ee eS ee SY a ge ee ee ae a ee eee ae ee ee a a a ne ee ae ae ete wae wee wm ee neee aline eee e Ane e  a  e 


with the prospective adoptive parent 


el2l The child*s needs shall_be determined by the 


re cr ce a ee ee re ce ae a ee ee ae ee a ee ee 
i a a a en ee a en a er wr ee rr ne a re rn ee en a ne ee ee ee ee ee eee 
oe ee SS eS ee SD ce a A SE SE SE A SD oD A 


e123 The agency shall make all nonidentifying 
| information obtained in the Assessments of the 
Chiid__and__Sackground Information on the sSirtn 
Parents available to the prospective adoptive 


a a ae ae ae De cee ee ee ne ee ee ee te ee a ee ce eon ee ee tee ee wee ae wee Ls we cere ee ee te ae te nee aoe wae hee ae ce ee ee 
ee ee ee ae ae ae oe 
Oo ES ee EE EE eS ES A AS 


(3) The _ agency shall _ submit the information to 
the prospective adoptive parent _no_ later 
than_30 days prior to tne placement of the 
child 


2124 The agency shall_ make the psychological and 
medical history form required by MPP_ Section 


a ee ee ee ee ee ee ee ee 


ee oe ee ee ce ee ee ee 
SE oD SS A ae ET ED a A a EE A Se ee oe 

Fe ae ee ee oe Se ee ee te ae eee oe mee Lie re erp ee ete ae te ee ee a ee a ee ae ee 
EE A ee A OE SE a SE 


ee re ee ee re oe ee Se re ee ee ae ee ee oe eee 


20 

















{a) 


{b) 


fe) 


id) 


fe) 


ff) 


FT SS SE A ES A NS SS A A EY eee Lege yO 


fi) If_the agency enters into _an_ agreement with 


childs as permitted oy welfare and 
Institutions Code Section _16143-.1 that the 
placement _agreement___shall__include__the 
nature of responsibility assumed by the 


prospective adoptive parents duration of 
that_responsibility and et fective date 


{A) Welfare and Institutions Code Section 
16143el1 reads as follows: 


“Nothing in this article snall be 
construed to prohibit the licensea 
adoption agency from entering into an 
agreement with the prospective 
adoptive parents to share or transfer 
financial responsibility for the 
childe"™ 


*0Omuesy 


cr te rr ee a ee ee rr ee ee ae ee eee ee ee ee 


Pe ee 


adoption 


That the child shall not be removed from the 


SO SS EE SE ST eS A ny eS ee ED So 


That__after the adoption petition is filed the 
child shall_not_ be removed from _the county of 


ae 


ee Ee oe ee a a ee ee ee ee oe 


That___the prospective _adoptive parent shall 
immediately place the child under the care of _a 
licensed _physician _and___ shall follow. the 


That _the prospective adoptive parent shall inform 
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fi) 


{m) 


the child and shall obtain prior written consent 


for _all_nonemergency surgical and other nonroutine 
medical treatment for the child. 


a ae a ee 


ee ee ee tne re ee a a ee ee ee ae a ee ce ee tee 


parent*s home at the agency's discretion prior to 


ee ee a ee ee Se ee a ee ee 


the filing of the petition to adopt, | 


ae SN 


ae Se eee re eee. 


ES eee Se 2 ee ee 


ee a tn a ee er ee ee ee ete ere ce Ee as eee ae aan a ee ee ee ee Se ee a a 


——a ee ee ae es ee we 


child to the agency at any time prior to the | 
granting of the final decree of adoption. 





That the agency shall determine that allt ICPC 


=e ee ee 
a i RY ee A ae A SE CY EO AE YS ee A 
a ae ee a ct ae en ee ee ne ee ee ee ee 


ES A ES ae A ere ee EP ee A SD SN nr SE ce Me A ne eS eS 
een eee ee 2 ae A ee ne ee se wee ee LO Mee ee oe ee 


Se A AO EAD eh OS hE a A 
ae ee ee ee 


Mt) the_grievance review process shall _be_ in 
accordance ___with Title 229 California 


Administrative Codes Chapter 3+ Article 9. 


That_wWelfare and Institutions Code_ Section 16144 
requires that _as_a condition of placement the 
prospective adoptive parent shall_ file a petition 


SS A oe ES AI Ae A SD CD AA ND ey AL AED me 


Code _ within thirty (30) days of placemente 











6 
i) 
oO 


Unless__the prospective adoptive parent has received 
Quardianship of the foreign-born child from the child’s 


Native countrys enter int an adoptive placement 


agreement with the prospective adoptive parent which 


| ee A A a EA ce DS RED 


agreement _ shall include: 


2161 General _ and identifying information as follows: 





(a) Name __and_ address of prospective adoptive 


SE ED et RY 


parent 


{b) Namey address and telephone number __ of 


ee ae ee re a a cm re a ae eee ee ee. eS ND SN 


agency 


fc} First name_and date of birth of child 
(d) Anticipated date of placement 


fe) Amount__of agency feese including foreign 
agency feess if any 


a te yt Sa ee rt ee a ee ne ae ee re ee nee ee op ee ee a ee eee 


2164 A__space for the signature of the prospective 


ee ——_ a ee ne ae —a2 ae. 


adoptive parent and date of siqning the adoptive 
placement agreement. : 


2165 A_ space for __the _Signature of the. agency's 


representative and date of signing the. adoptive 
placement agreement, 





(a) The__signature_and_ date of signing by a 
representative of each agency shall be 


placement_between two agenciese 


Authority: Welfare and Institutions Code Sections 10553, 
10554% and 1614le 


Reference: Civil Code Sections 224n and Se 276e69 and 264 
through 274; 8 CFR 204e2(d)(3) and 204e2(d)(i); 
and Welfare and Institutions Code Section 
16143(a)e 
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Adopt new Section 70-808 to read: 


70-808 SUPERVISION OF ADOPTIVE PLACEMENT 70~808 


el Ihe agency shall supervise the adoptive placement of the 


child with the prospective adoptive parent unless the child 
was adopted abroad. 


The agency shalt commence supervision _o the adoptive 
placement. when the child is placed with the prospective 
adoptive parent and continue until _a final decree of adoption 
is__granted or the child is removed from the home of the 


ED ee ce ee er me cee ee ee ee ce a ee ae a ne 


prospective adoptive parente 


The_ duration of the supervisory period shall _not be less _ than 
Six months unless: ‘ 


ae eS ee ee ee ee 


231 The adoptive parent has successfully completed the 
adoption of another child in Catifornias including an 
Assessment__of the Applicant and supervision by. an 


eo a oe ee ee oe A RD ae oe ae 


agencys within the past two yearss or 


je 
tus 
In 


The adoptive parent is_in the military service of the 
United States or is employed by the “American Red Cross 
and _ completion of the six-month supervisory period would 
delay completion of an adoption which the agency has 
determined should be completede 

During the supervisory period the agency shall_ provide the 
following services _as__needed_ to the prospective adoptive: 


ee 
PL SS PS TS SS SS SS A a ae ee ee ee eee. 


ce me ae ee ee et ee ee ne ee ee ee ee. 


241 Liaison between the family and: 


ee ne ce re i re ee ee ee ee 


2411 Schools 





2412 Mental health agencies 


2413 Physical health agencies 


e414 Rehabilitation service agencies 


ee eed ER ASD RE Ne ES ES ME a CE ES 


e415 Other community resourcese 


242 QDiscussion. with the prospective adoptive __parent 
regarding. any area JVisted in MPP Sections 70-808e711 


PP SE AS SE ES TS a NS ES SS ES A SS SE a  — Se A oe Lee ne A ES A oS OR 
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Update the psychological and medical history form to 
reflect any additional _ information revealed during the 


6 
> 
Ww 


| 


ee ee ae Oe a A ee ee ee ee SE LS OS 


to the prospective adoptive parente 


i 


Update the Assessment of the Child to reflect any 
additional information discovered during the supervisory 
period. 


least _one_ interview in the home of the prospective adoptive 


ar ee re we ee net nn ee we ee mene nr ae ng ge ee SE a a a 


parent with the prospective adoptive parent and the child to 
be adoptede 


The_ agency shall _ conduct at least three additional interviews 


with the prospective adoptive parent_unless the duration of 
the supervisory period has been. reduced to less than six 
months as provided for in MPP Section 70-808e3~- 


The agency shall _make_a written evaluation of the adoptive 


_ placemente 


ell The evaluation shall _ inctude: 








‘2711 The child*s_ physical ___growtn and. developments 
including identification of any abnormalities. 

etll2 The child*s __ genera! health ~ and __ physica} 

appearances __including: identification of any 


problem areas. 


e713 The child*’s initial and continuing adjustment in 
the home including: ie 


fa) The childs attitude about adoption 








{b) | The child*s attitude about this adoptive 
placement . 


(c) The child*®s relationship with other family 
members. 


{d) The child*’s ~chool adjustment 


(e) The child's social interaction 


2ll% Ihe relationship of the prospective adoptive 
parent _and_all_other family members with the child 
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Authority: 


’ Reference: 


Se OP ee we ED AOD Se eee ee ae SD eS CED 


the prospective adoptive parent 


The_methods consistency and success of discipline 
used by the prospective adoptive parente 


Welfare and Institutions Code Sections 10553+s 
105542 and 16141. 


Civil Code Section 2260e6.« 
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Adopt new Section 70-809 to read: 


70-809 INTERCOUNTRY ADOPTION COURT REPORT 70-809 
el The agency _shal}_make _a report to the court _in all cases 


where the Department has _ not waived the court report and the 
child has_ been placed for adoption by the agency and the 
prospective adoptive parent has filed a petition. for 
adoptions The court report shal} be submitted: 


ell Within 180 days after the petition for adoption has been 
fileds or 





12 Within the time period extended by the courte 


~q 


he_ report shall include: 


——— ae SD ES 


e21 A_full_ report of the Background Information on the Birth 


—— ee ee at eee ee ee ne cee ee re ee ee ee eee 








222 A_full_report of the information. obtained __in the 
Assessment__of the Child as required by MPP Section 
70-805 ; 

223 A_ full report of the information obtained: in the 
Assessment _of the Applicant_as required by MPP Section 
10-804 

224, Verification that the child is legally free for adoption 

225 The agency's recommendation that _the petition be granted 


or deniede 


PS SS A ES AEP Ee ED RD A I ID TS SE NS 


Se ES A AS OS EES A 


In these cases in which the agency has_a question concerning 


the suitability of the petitioners or the care provided the 
childs the agency snall_immediately file the court reporte 


241 A question. regarding the suitability of the petitioner 
or_the_ care provided the child shall _be_ documented in 
the report to the courte 

242 The agency shall recommend either: 
242i That. the ‘court give direction to the agency 


regarding the situation. giving rise to the 
agency*s questions or 
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2422 Recommend that the petition be deniede 


Se A SS cee a Se SS RS SS a SS 


Civil Code Section 226c reads as follows: 


"Removal of cnild from petitioner*s nome: commitment; 
duties of agencye At the hearings if the court sustains 
the recommendation that the child be removed’ from the 
home of petitioners because the agency has recommended 
denial or the petitioners desire to withdraw the 
petition or the court dismisses the petition and does 
not return him to his parentss the court shall commit 
the child to the care of the State Oepartment of Social 
Servicess the ticensed county adoption agencys ore in 
the case of an intercountry adoptions the orivate 
adoption agency licensed to provide intercountry 
adoption serviceses whichever agency made the 
recommendations for that agency to arrange adoptive 
placement or to make a suitable plane In those counties 
not covered by a licensed county adoption agencys the 
county welfare department shall act as the agent of tne 
State Department of Social Services and shall provide 
care for the child in accordance with rules and 
regulations established by the departmente" 


The_agency shall_make_a copy of its report available to the 


attorney of record for the adoptive petitioner or to the 


Autnority: welfare and Institutions Code Sections 10553 


10554s and 16141. 


Reference: Civil Code Sections 226e6 and 2266«T7-« 
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Attachment to OAL-4 
(ORD #118458) 





MPP Sections Amended: 44-113.3 and .7; 44-133.62, .63 and .10; 44-203.3; 
44.205 Title and .12; 42-206.1 and .22; 44.207.21(b) and 44-309.1 











(1) Adopt MPP Section 25-370 to read: 


a cm a ae ne ee ee en oe oe eee ee ee 


Warrants _issued_ to pay the support disregard to eligible aFac 


FG/Us_ _EA-UPs and State Only AFDC-U assistance units shall __be 
issued in a separate and identifiable warrant labelead "CSSD." 


LE SS AS ES ST CS TS AS ee SEP aN eee SASEED SAEED a Den each <P SN enue os ema ny em cum 


A me at Ee A ee LS SS A SE TT A SE SL ASE Ae ND SE SOE SAY <u ED NY SS SS cL SED pe cau PEND een <a une 


Authority: Welfare and Institutions Code Sections 10554 ang 
10604. 
Reference: Welfare and Institutions Code Section 10553 and 45 


CFR 2320206 








(2) Adopt MPP Section 40-118 to read: 


40-118 WHO _MUST BE INCLUDED AS APPLICANTS 40-118 
(FILING UNIT) 


sil Natural or adoptive brothers and sisters (including half 
brothers ang half sisters) of the cnild for whom aid 15 
requested who are _ themselves potentially eligible 


SPE ES SD EE ES ES ES OS SEE a AD ee A ny a CO a <A em Ne se mee whan OD AAD = me 


children (see Section 44-203eli)-. 


2i2 Natural_or adoptive parent(s) of a child mentioned_in 
ell abovee ‘ 


SD SE ED CS ES A NS SS SES ST SD ED AE ST ES OO a SE ES See ED we NS ———a ae 
ES SS ES SE ET NE SS NE AS A A A Se EN AS ES A DD ee ee ee a ee ee 
oe re ee ee ee ah ee ee ee a a ee ae ee oe a ee ey ee re a ee eee ee ae ae ee ee ee ee eee 


adovee 

Authority: Welfare and Institutions Code Sections 10553 and 
10554. , 

Reference: welfare and Institutions Code Section 11450 


(StatSe 1984s Che 1447s Sece 9)3 42 USC Section 
602(a).(38)2* (PL NOw 98-369*- Sece 2640): 45 CFR 
Section 206010(a)(1L)(vii)s (49 FR 355995 September 
10+ 1984.) ; 








(3) Renumber existing MPP Section 40-1286e12 to e14% and Adopt new 
Section 40-128e12 to read: 


40-128 APPLICANT®S STATEMENT OF FACTS 40-128 


el Filing and Appropriate Statement of Facts (Continued) 


siz Minor Parent Residing with Unaided Senior Parent(s) or 
Legal _Guardian(s) 


applies for aid while residing in the same 
household _as_his/ner senior parent(s) or legal 
guardian(s) "must report the income of his/her 


parent(s) or legal quardian(s). 


In addition to the form CA 2+ the minor parent 


Pe ee A Se ee ae ee Ae aS ee ED a A A SO ne SO cee “eat Le cD EP 


shall__submit __a_ complete ___ Supplement __to___the 


Statement _of Facts (CA 23) to the county welfare 
Ggepartmente The minor parent is responsible for 


ee ne Le ee ce ree ane ee ee ee ees re re ee ee eee ee. oe ee ae OF ee 
SS ES SS eS SS AE A A ES ES a NES SRY 

SP Eo a ee ee Se ee Se 
— Se eee ee ee ee ae ee 


the minor parent and child in accordance with 
Section 40-1051. 


el24 A change in an aid recipient‘’s status from that of a 
medically needy person certified for medical assistance 
to that of a grant recipient does not require a new 
applicatione A Statement of FactSs APSB 201 or CA 2e as 
appropriate is required before a cash grant is 
authorized for such person only in circumstances 
described in Section 40-18305-< 


Authority: Welfare and Institutisuns Code Sections 10553 and 
10554e 
Reference: Welfare and Institutions Code Sections 11008.14 


(StatSe 1984s Cne 1447s Sece 2) 110543, 42 USC 








Section 602(a)39 (PL Now 98-369" Sece 2640); 45 
CFR Section 2330e20(a)(3)(xviii)s (49 FR 35600 
September 109 1984). 














(4) Adopt MPP Section 40-128613 to read: 


40-128 APPLICANT*S STATEMENT OF FACTS 40-128 


el Filing and Appropriate Statement of Facts (Continued) 


213 Aliens Sponsored by Agencies or Organizations 


2131 


Authority: 


Reference: 


ee ee ee —— 


Se 
SS A AD SY aD cae ED 
ee a ee ee a ee ee ee ER eee ae ae nee See eae ee cee cate ape ere ake ee mee age ae ate ae me ee 


ee ee ene een ee ee ae ae te cn ee ee ee ee gee 


ae a ae eS <a SS SS a a SS SE SE SS A eS SD EE A SO 


ee a ee eS 


a te a CD ee ED EE a ND Aap 


2131 _above) shall result _in the genial of aid to 
the alitene 


Welfare and Institutions Code Section 10554 = and 
106046 


welfare and Institutions Code Section 11008e13s 45 
CFR 233e5le 











(5) Adopt MPP Section 40-173e7 to read: 


40-173 COUNTY DEPARTMENT RESPONSIBILITY FOR NOTIFYING 40-173 
APPLICANTS AND RECIPIENTS 


Prior to county actions the applicant or recipient shall ve (a) 
notified of any county action which relates to his applications - 
affects aid payment to him oor this certification for medical 
assistancee or affects aid payment to him or his familys ana (b) 
informed of his responsibility for reporting facts material to 
tne determination of his eligibilitye Such notifications advices 
etces shall ove in simple understandable language. Required 
notifications are: (Continued) 


2? Notification of Child/Spousal Disregard Payment 


2efl An __informational notice must be sent no later than 


Dayment_ issued under Section 43-203-11-___The notice 
language __developed by the State Oepartment of Social 


Oe eee a cake an eee arene aa une ean See aves meee ae a ts eS a SS EE A ce A Lae SE ST OS A AD GS AD a MN “ES 


Authority: Welfare and Institutions Code Sections 10554 and. 
114756 

Reference: Welfare and Instituticns Code Sections 10553 and 
114756 














(6) Adopt MPP Section 40-181.241(i) to read: 


40-181 CONTINUING ACTIVITIES AND DETERMINATION OF 40-181 
ELIGIBILITY (Continued) 


02 Periodic Determination of Eligibility (Continued) 


24 Criteria for Evaluating Information Reported on the CA 
Te (Continued) : 


e241 For AFOC purposese a CA 7 is complete when all the 
following requirements are met: (Continued) 


di) The supplemental Monthly Income Report (CA 


ee ee ee, Le A A LD A SS ES A a Ce A 


A ee eS cD SP 


SS eee A PS A A NE 


Authority: — Welfare and Institutions Code Sections 10553 and 
10554. 
Reference: Welfare and Institutions Code Sections 11008614 


(StatSe 1984s Che 14479 Sece 2)e L1i265el5 42 USC 
Section 602(a)(%6)0 (PL Noe 98-3699 Sece 2640)3 45 
CFR Section 23304e20(a)(3)(xviili)s (49 FR 35600¢ 
September 10% 1984)-« 











(7) Amend MPP Section 40-181e24¢2 and adopt new Section 40-181426 
to read: 


40-181 CONTINUING ACTIVITIES AND DETERMINATION OF 40-181 
ELIGIBILITY (Continued) 


e2 Periodic Determination of Eligibility (Continued) 


024 Criteria for Evaluating Information Reported on the CA 
Te (Continued) 


©242 Failure to provide the information or evidence 
specified in e241 above shall result in tne 
discontinuance of the assistance unit unless 
otherwise specified in e25 and e26 voelowe (See 


Section 40-181-22.-) (Continued) 
«25 (Continued) 


226 Failure to report_or verify the receipt of 2 


child/spousal__support disregard payment issued under 


nor_in termination of aide 


Authority: welfare and Institutions Code Sections 10554, 
106049 ani! 105536 


Reference: Welfare and Institutions Code Sections 10554 and 
Li265ele 











(8) Amend MPP Section 42-205e5 to read: 


42-205 DETERMINING OWNERSHIP OF REAL AND PERSONAL 42-205 


05 


PROPERTY (Continued) 


Sponsored Aliens 


to those aliens who are sponsored by an individual and_not 
those __aliens who __are_ sponsored by any public or private 


So ee A a ee ee ee ee ee eS 


Oe ee OP ae Os ae A Ee ES ED EE SY EE SS ER OS Se 


When an atten +5 a sponsored atten as defined tn Seetrtton 
43-tt9v t [he resources of fts/her the alien*s sponsor and 
the resources of the sponsor’s spouse who lives with tne 
sponsor as provided in Section 43-119e322+ shall oe deemed to 
be the sponsored alien*s resourcese These resources are 
determined as follows: 


Authority: Welfare and Institutions Code Sections 10554 and 


10604. 


Reference: welfare and Institutions Code Section 11006e13s 45 


CFR 233020 and 45 CFR 2330e5le 














(9) Adopt Section 42-213612 to read: 


42-213 PROPERTY ITEMS TO BE EXCLUDED IN EVALUATING PROPERTY 42-213 
WHICH MAY BE RETAINED (Continued) 
el Real Property to be Excluded (Continued) 


excludede that the 


A ES A A DS PR SOD cy = 
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oe a te es: a 
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ee ee ca ce ee a a a A ee a Se a a eee 


oe ee ee ee te ee ae a ae ae ee ee ee ee ee ee Ee SS SRS eS 


period and prior to the county granting aids the 
applicant/recipient shall: 


fa) Grant the __county__a_ lien — against the 
property which shall_be_ payable to the 
county when the property. _is sold (_ see 


Section _ 4272130122)s and 


fb) Agree_in writing to begin immediately to 
make__a__good_ faith effort to sell__the 
propertye See Section 42-21346123 for what 


applicant/recipient elects not to sel} the 


Se a ee ee ee ee ae SP et ee ee ee 


e122 Ihe county shall have __the_ lien __notarized 
{notarization by the county designated notary is 


acceptable) and_ then promptly record the lien in 


the county recorder"s office where the property is 
located. _ The tien document shail: 


fa) Clearly show that the purpose of the lien 


ee ee re ee et ce ee 


the propertye 3 ae Ae 
(bd) Contain _a_ legal _ description of the property 
that the tien is _againste A___legal 
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from the tax assessor*s rolls of the county 


(c) State the name(s) of the owner(s) of the 


In_order to make a good faith effort to sell the 
propertys aS__a condition of receiving aid during: 


re a a ca a te ae ee ee ae ee ee 


EP ee a a a NE A Re ey RS SS SY 


{b) Make__an__indivigual _effort to sell__the 


property which shall incluge _all__the 


following: 


(1) Advertising onc a_week in at least 


one_____publication____of_ __§_s_general 
circulation that the property is for 
salee 


(2) Place.a sign _on___the___ property 
indicating that__the property is for 
salee _Whenever possibdles the sign 
shall be visiblie from the streete 


a ce a a rt a a ee a a ee ee eee 


43) Offer the property for sale at its 


approximate fair market valuee _ See 
Section 42-21360e123(c)e 


(4) Be willing to negotiate the terms of 
the sale with potential buyers and 
respond to__all_ reasonable _inguiries 


about the propertye 


(c¢) for purposes of this sections the fair 
market value of the property snail pe che 


applicant/recipient’s choice of: 


dl) The_ assessed value of the propertys 


a ee ee a ne a a ee re eee ee 


or 


—, 


il 














AOQOowoao2zrvpers 


(2) A_valuation of the market value of 


the _property obtained ___by _the 


applicant/recipient _from-a__ licensed 
real_estate brokere 


(3) In_exceptional circumstances» such as 


2 DE SE EE SE ES OE SS a 


remote area and it_is impossible or 
impractical to obtain _a_ valuations 
and the applicant/recipient believes 
that the _assessed value is too high 
or__too lows tne county _and__the 
applicant/recipient may agree on the 
Market __value___based___upon___other 


fa) If_the net proceeds from the sale__of the 


real_and personal property at the beginning 
of the exempt period are less than the 


resource limit specified in Section 42-2079 


there shall be no repayable aide 


ql) Example: __At__the peginning of the 
exempt periods an _ assistance unit had 


A ge a ae ce cae A aS A SE SD  -  e 


to__a_parcel__of lana that was not 


counted in the resource limit under 


Se ae ae a a ee a eae 


ES EE A SE ES SS TS AS 


under _this_ sections that were secured 


by__the property. equaled __$60000¢ 
Costs. directly related to the sale 


at_the net praceeds from the sale of 
$6002 The net proceeds ($600) plus 
the value of ___other __ countable 
fesources at the beginning of the 
exempt period ($300 in savings 


account) are less than the $1000 


i2 
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4b) 


limit allowed under Section 42-207. 


ee re ee ee ee ee a ee ee ee a es ee ee ee 


period exceeds the net proceeds of the sale 
of the propertyys then the amount __of 


repayable aid is the amount of the net 
proceedse 


41) Example: __The county did not count 


ee ree ee ee ee ee ee 
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SE ED OP AS SS A AE A ee eS AD 


SS SS AS oe ES AS ES EE A A ED A aD SP DO A 


because the net proceeds were less 
than the _amount_of aid paid during 


the exempt _periode 


41) toans_and liens of the sellers other 


than the lien granted to the county 
under this sectione that are secured 


a ee ee ee ee ee ee ne ee ee ee ee a eee 


by the propertys 


(2) Title insurance fees paid by the 


ee rw ee ee Se oe ee ee ae ee oe ee ee 


(3) Brokers fees paid by the sellers 


(4) ~~ =Prepaidg interest or loan processing 


fees (points) paid by the sellers 
-(53) Appratsal fees paid by the sellers 


(6) Fees paid by the seller to advertise 


the property+ isess newspaper ads and 
for sale signss 

















Authority: 


Reference: 


time-limited; and» at the end of six montns the 


a ee a a ee re re re a oe ee ae a ee ee ee ee ee ee ee ee 
a er ee 0 ee ee eee Se a 
ee cre a a a oe ee re re ne ee ee ee a re ee ee ee ee ee ee ee ee ee ee 


On ee ee re ee ae ee ae ne ere ee ee ee ee ee ca ee ae 


$1+000 lVimit specified in Section 42-207 


The _ county shall_retain sufficient documentation 


be collectible when the property is solde 


Welfare and Institutions Code Section 105536 


welfare and Institutions Code Section 1125745 
{Statutes 1984+ Chapter 1447]; 42 USC Section 
602(a)(7)(B) [Public Law 98-369» Section 2626}; 45 
CFR 2330e20(a)(5) {49 Federa} Register 35599 
(1984) } 
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(10) Amend MPP Section 42-213«e2k to read: 


| 42-213 PROPERTY ITEMS TO BE EXCLUDED IN EVALUATING PROPERTY 42-213 
| WHICH MAY BE RETAINED (Continued) 


| 22 Personal Property to be Excluded (Continued) 


{ke The first $50 of current child/spousal support 
disregarded as income under Section 44-111-47 shall be 
excluded both during the month it is received by the 
county and when it is received by the assistance unity 
if differente} 





Autnority: welfare and Institutions Code Sections 10554 and 
10604. 
Reference: welfare and Institutions Code Section 11008«143 45 


CFR 233e20 and 45 CFR 302e51(b) 


Tne revision enclosed in brackets was adopted via separate 
Department of Social Services (08S) regulations entitled "ORD 
0884-37 - Public Law 98-369 [DEFRA] AFOC Revisions" effective 
October le 1984e See Item 1 of the DSS Notice of November 
28e 1984 Public Hearing (October 12+ 1984 edition of the 
California Administrative Notice Register). 


4 
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(11) Amend MPP Section 42-213e2q to read: 


42-213 PROPERTY ITEMS TO BE EXCLUDED IN EVALUATING PROPERTY 42-213 
WHICH MAY BE RETAINED (Continued) 


e2 Personal Property to be Excluded (Continued) 


Qe The exclusive property of an tnettgtete unaided childews 
except for the exclusive property of an otherwise 


ae a a a A A SE DS LE SS eS SD a ES A A eT SO He 
SE SN a 


Authority: welfare and Institutions Code Sections 10553 and 
10554. ; 
Reference: Welfare and Institutions Code Sections 11008-l4s 


11450 (Statse 19840 Che 1447T¢ Sece 2 and 9)3 42 
USC Sece 602(a)(38) (PL Nowe 98-3699 Sece 2640); 45 
CFR Sece 2060e10(av(L)(viti)s (49 FR 35589 and 
35599% September 10s 1984). 
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(12) Amend MPP Section 42-691452 to read: 
42-691 SANCTIONS (Continued) 42-691 


e5 Continuation of Aid in the Form of Protective or Vendor 
Payments (Continued) 


e52 The SAU worker wttt+ shall arrange for a protective payee 
or develop a plan for vendor payments tntess the 


at_ section (44-310). Snould the individual be 
deregistered prior to completion of arrangements for a 
protective payee or a plan for vendor paymentse this 
function shall be ‘funded under Title IV-A of the Social 


Security AcCte 


e52t ff the tndtviduat dees not cooperate tA naming a 
preoteettve payee or devetoping a ptan fer vendor 
paymentsv the payment shat+ pe made tm tne form of 
@ preteettve payment to an agency pretective 
payeer : 


¢5221 If an agency payee is used» the agency shall take 
care to assure that no actual or apparent conflict 
of interest existse 


Agency protective payees may not include the IMU 


workere 

Authority: Welfare and Institutions Code Sections 10553 and 
105546 

Reference: Welfare and Institutions Code Section 11308 


(StatSe 19842 Che 14479 Sece 8)3 42 USC Sections 
6O02(a)(LI)(FE)(1)s (PL Noe 98-369 Sece 2634); 4&5 
CFR Section 234e60(a)(12)2 (49 FR 356039 September 
10° 1984). 
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(13) Amend MPP Section 43-119e1 through e6 and adopt 43-1193 to 
read: : 


43-119 SPONSORED ALIENS 43-119 


{ 13a: Amend el and «5 to read: } 


ell Fer purpeses of thts seettony a A sponsored alien is an 
alien whose entry into the United States was sponsored 
Dy @ persons or any public or private agency or 
organization whos as part of this sponsorships executed 
an affidavit of support or similar agreement__on behalf 
of the alien (who __is_ not the child or spouse of tne 


United Statess - 
w5el2 The provisions of t*h+#s seetton 43-119e2 and «3 do not 
apply if the alien is: 


w5t & dependent emrtd and the sponser or spensor*s speuse +5 
the parent of sven ehttds tin tts strttuattony the 
sponser-parent fas 8&8 fespenstbtitty to suppert under 
Seetton 43-163eit044+ 


e52 Sponsored by an organtzatten or tnstrentrony 


w53e121 Admitted to the United States as a result of the 
application of the provisions of Section 203(a)(7) 
{in effect prior to April le 1980) of the 
Immigration and Naturalization Act; 


#54e122 Admitted to the United States as a result of the 
application of the provisions of Section 207(c) 
(in effect after March 3l¢ 1980) of the 
‘Immigration and Naturalization Act; 


552123 Paroled into the United States as a_ refugee 
under Section 212(d)(5) of the Immigration and 
Naturalization Act; 


#562124 Granted political asylum by the Attorney General 
under Section 208 of the Immigration and 
Neturalization Act; , 


w570125 A Cuban or Haitian entrants as defined in 


Section 501l({e) of tne Refugee Egucation Assistance 
Act of 1980 (Public Law 96-422). 
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[13b: Amend e2 and Renumber e3e e49 and «6 to 
read: } 


Frts seetton apettes te sponsered attenss individual 
sponsors 


221 The provisions of 43-119+2 apply only to aliens: 


e2il Who are sponsored by _ individuals; and 


2212 who are _not exempt under Section 437-119-612 and 
w2te213 who appty fer AFBE for the first time after 
September 367 t98t3 and 


w22e214 For 8 perted ef tree years from the date 
estabttsmed sy tmmtgrattren and wWaturattzattion 
Servtee as the date of entry for permanent 
restdences | 


w3e22 Fre tneome and resources of the sponser whe ts not 
recetvitng afew SSt er otmer pubtte eash assistance 
payments tsucm as Generat assistance} and the tnceme and 
resourees of the sponsor*s spouse who tives with Aim/her 
and whe tS net recetving such pubtie asststanece payments 
shat+ pe deemed to be the tmeome and resourees of the 
sponsored attens See Seettens 44-133710 fer tne 
determinatton of tme amount ef thts tneomev and Seettron 
42-205s5 for the determtnatten of the amount of 
resourcess 


342023 AS a CONdttion of etigibitityy the sponsored atien fas 
the fottowing responstbititiest 


w4t2231 Fe provide upon county requesty +tnmformattron and 
deeumentatteon coneerning Atrs7her sponsor whten may 
pe necessary to make the determrnatren under. 
Seetton #4-133410 and Seetten 42-205054+ and 
tnformatton and decumentattron waren the atten and 
mhts7yher sponsor previded tm stuppert of the atten4s 
+tmmtgratten apettcatrons 


€422232 Fo obtatrn the cooperatron from Atrs;ner sponser 
wATER tS necessary to make tne determrnattron under 
Seetton 44-433776 and Seetton 4¢2-20575s 


#30233 Fo eompty wrth reperting frequtrements speerfred 
tn Seettron 40-18its25s 


w6024 In the event of the death of an alien*s sponsor(s)s 
verification of death(s) shall be required only when the 
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information reported its questionaplee In the absence of 
evidence to the contrarys the sponsored alien's 
statement under penalty of perjury is to be accepted and 
the sponsored alien provisions shall no longer applye 


(i3cs Adopt new «3 provisions to read: } 
«3 Agency or Organization Sponsors 


231 The provisions of 43-119¢3 apply only to aliens who are 


sponsored by _an_ agency or organization and who_are not 
exempt under Section 43-119el2Ze. 


232 For _a_ period of three years from the date established by 


be_ ineligible for AFDC _ unless the following occurs: 


EG IS AT RD SS SS A ES A A ES 


2321 The county determines _in_ accordance with standards 
and__procedures_ specified _ in Sections _43-119-233 
through 43-119435 that: 


(3) The_sponsor_no_ longer exists» or 
(d) The_sponsor_is_no_ longer _aple to meet the 


oe nee ee ee eee See ee 
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ae a - ee ee a ee ee 


based on _the provisions of Section 40-157. If 
documentation cannot be obtained the aliens sworn 


en rn ee re ce ee re ee re ee ae re ne re ee ee ee ee ee ee eee 
So ee ae ee ee ee Se a ae 


e 
$ 
+ 
Zz 
] 
> 
(o) 
fo) 
i 
< 
p) 
| 
ln 
\- 
lo 
rE 
ia 
ia 
ia 
i: 
ie 
le 
wm 
I 
nt 
ct 
fo} 
la 
10 
ie 
je 
i3 
i> 
a 


2341 If _ an assistance unit consists only of aliens» all 


Ee ES a RS OT ED ee ee ee ee ee eee 


i Examples A family of four. applies for AFDCe All 
JAS! example 
HARDBOOK 


four are sponsored by the Same agencye § The 
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sponsoring agency must pve able to provide’ the 
MSSAC for four personse 


2342 If an assistance unit has more than_one sponsor or 
if_less than all members of the assistance unit 


A AS erecta Ee Se ee eee ee 


—— ee ee PS SS PT ES A A AS a a SRS a A 
Se A ce ee DS ES DT - 


aliens sponsored by each agencye 


Example: Am assistance unit of five applies for 
AFDC. Three of them were sponsored by one agency; 
tne other two were sponsored by a different agency 
or an individual sponsore The first agency must 
be able to provide at least 3/5 of the MBSAC 
amounts and if it is ables these three members of 
the unit would be ineligible for AFOCe If the 
second agency is able to provide at least 2/5 of 
the MBSAC amounts the other two members would also 
be ineligible. If on the other hande these two 
members were sponsored by an individual sponsors 
that sponsor's income would be deemed to an 
assistance unit of two and applied against 
MBSAC/MAP for two (assuming the other three 
members of the unit are ineligible). 


AO A ee ee OS ES a ae eS a a 
a ee ee we 
EEE A A A OS ES ES SE ES ET TS A ED 
oe a cee we ce 
ee ee a ee 


Fe ae ee a a SE eS ee SE A oD 
eS SS eS 
ee De a a ee ne ee ke ce ne ee ee ee ee 


te ne ae re ee ee ee ee ee ee ee ee ee 


Provided by the sponsor shall be treated as income 
to the aliene Any in-kind income received by the 
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Authority: 


Reference: 


be treated in accordance with Section 


1 
Love ereotey Mitnssceice 


provide at least the amount specified in 
437-119-341 of 03429 the alien shall_be ineligidlese 


Provide the aliens with a signed statement of its 
inability to meet _all__or_a_part_of the alien‘s 
needse the county welfare department _shall_attempt 
to__obtain a statement from. the agency _in 
accordance with Section 4071572213. If botn the 
alien _ang_ the CWO are unable to obtain a signed 
statement from the sponsoring agency» the alien 
shall_not_be eligible for AFDC assistancee 


A De a 


Welfare and Institutions Code Sections 10554 and 
106046 


Welfare and Institutions Code Section 110080133 4¢5 
CFR 233e5le , 
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(14) Adopt MPP Sections 43-2010218 and «219 to read: 
43-201 CHILD AND SPOUSAL SUPPORT AND PATERNITY (Continued) 43-201 


e2 Ongoing Child and Spousal Support Activities (Continued) 


e2l1 The welfare department wtt++ shall provide the District 
Attorney with any information requested concerning 
support casese The welfare department shall also advise 
tne District Attorney's office in writing if any of the 
following circumstances: arise: (Continued) 


2218 A_child moves from one assistance unit to another 


or _more_ thdn_one assistance unit is established 
for the children of the same _mothere 


2219 A__disregard is provided through the grant 


“ €omputation based on direct support payments 


eS SE ES SS a AOS 


Authority: Welfare and Institutions Code Sections 10554 and 
10604. : 
Reference: Welfare and Institutions Code Sections 10553 and 


114753 45 CFR 2330e20{j) and 302651(D)» 





23 














42 


$O Pua aya seaye shep EF YeHR seae+ ZOU ana saz1QsSsod 
4¢Qeueseeas se wcos se wasrB 2G 444M BdOEZOU Stuy 


*“Psaltaday sem JUauAed JIOdGNS Jur az a ep 
au pue *yuNoWe Paebasstp SyI *uo13sa: 1,09 aur jo JuUNONeE 
au JO YAUaWALedap areyyam By AytaouU yyIM Aduebe 3eu3 
JUatdiseas 344" YUE WOsy 4O JUaZed auesge Ue Woy Ay Qoau4p 
#ayats squawied asaoddns 3uz e S3SS5001d sSeatacas 
Aduabe UOTINGTIISTD Q=-A]T YEs22Aa44~09 AQUNOD dua VaUM FESTES 

*PSATS5I5s YUOW Su UT SwosUT poudeouUN 

se” juawAGG” I5SsTp Suz jo JapuTewss Suy Fessay_ Fee 


oo ee ts ae A re ete ee RS RS NS SN SS SS Se SE SO ee ct 


dU UTM SyeutpI00D Ysnw AdSuSbe  Y-AT oul te) 


*IT¥E*TOe—-c > UOlIOG JOePUN PaplaAosd useq sey 
psebSIsTpP PIN © Jt VUOTIDdeS Stud JapuN Paepsebassip 
aq LTeuSs BUNOWE OU CISASMOH  *O0*OGG OF GN AUnOoWe 
Ge Psebsssip “*TT¢E* ul pautWsoqap JuNoWe Su HOIg ZIEe 
SUOTIEDT {QO 22I0d0dNS YWUOW yzUatIND 33 SIUSSoIdGOD 


Zuawked “J33SsTHP Suz Jo vUStzI0d eum SuTwIds30eq TTE* 


TSMOLLOS 
SPeALTS.es YRUOW Sus LI AWOdsUI peuseasuA se auUawAed 
eu} 28944 pue (STZ*1OZ-€% UOTIDaS) AdUsOIIAY 3DdT4ISTG ayy 
Ajt}ou YTTCUS PyROYS YAUSWIvedap s4e4y,aM BU TOP*TOT-cS 
U6T23938S  JSpuNn psaaiAdsd “se Aduabe Aaunor e 07 3uawked 
audi pues jou seop ays 40 say pue yAuased 3ZUuasge ue wos 
Atqy2a4tp quawAed y4oddns e paatacxa4s sey Auatidixas © yy TES 


. eiouabe 
azeisdoudde suy2 O23 34 pPepsensoy pue auawihed asoddas aus 
Peatacsess SOY FUSIGIZ.04u |au2 evauM so AduUabe AguRES sauaze awos 
4©@ AdUSORR¥ FdIESICIG SUZ O23 SpeW Yaeag sey avauhded asoddns 
@ asoum AZt4FQIHI+sS ~EtoUeUL, 40 VOLIeULIUsASZeP |auez Watm ALO 
S¢BSp VOZPSES Sie eALTWey JUatdIdsa4 JO4yY eur JO AZITIGIBILAS 
eyu2 Uo SquawAed asouqy 4joO  4dajssa aud BuUlwsazZap 4 eUS 
quSuZsedap 3o4e041,3aM AQUNOD 3ur FSapeW ase squawdAed Auoddns UsUuM 


(penutquoj) suo va, 1,09 asoddns yesnods pue pttuy E° 


TOc-£% (PenurquoOd) ALINYUALVd GNY LYOddNS AVSNOdS GNY OTIHD TO2-€4 


sPOESs OF E*TO2-£% UOIIDES ddw Puauwy (CT) 











the menth tn whten the eotteeting ageney frecetved the 
payments 


2321 Upon completion of case level distribution in the 
montn following the month of collections 


ee re ee ee ee 
er ee se ee ce ee ee ce ee ee ee ee a ee ne et ee ee ee 
ae ee ne a a eS ee ee ee ce a Oe le ee ee ee re ae re ad ee oe ee ae ce ee ee ee ee een 


for the redetermination of eligibility and grant 
computation in the month of distributions 


732233 When the welfare department receives a notice of 
collection amount __and___disregard computation (+«3+#32 
above)s. it shall redetermine the AFDC recipient family's 
eligibility in accordance with Section 44-207. This 
means that tne amount of the collection on the current 
support obligations {after allowing the disregard in 
Section 44-111047s]} will be used in estimating financial} 


eligibility. 


#3242331 If tne family is determined to be Financially 
ineligible for AFDC» the welfare department shal) 
take action to discontinue aid to the’ family as 
soon aS administratively practicable +t%Seetteon 
42-309 8246 Tne welfare department shall also 
notify the collecting agency that aid has been 
discontinued so that child support collections for 
current month obligations received in any = montin 
for whicn the family was ineligible and no aid was 
paid can be forwarded directly to the familye 


33222332 If the family continues to be financially 
eligible for AFDCe the IV-D Unit will continue to 
distribute the collection in accordance with 
SeECtion 43-2036 


#33234 when the chnild/spousal support collection is 
distributed under Section 43-2030 certain payments will 
be made to the family. 


ae ee ee ee ee ee ar ee ee ee a ne 
SO a CE A POR Me ve oO meee ee ee es ee oe oe 


paid by the IV-A Agency to the assistance unit as 
a_disregarde This payment shall_be disregarded as 
and 44-1lle47le OS™” oo ee ee ge 
333%t20342 Any payment made to the family under Sections 
43-2030e13 and .15 from child/spousal support 


—_ ae ee ee ee ee ee ee eee 


y 
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collected in any month is considered available 
income in the month receivede[exeept as speetfied 
tm 44-ttiwseFs } 


Authority: Welfare and Institutions Code Sections 10554, 


10604_ and 11475e 


Reference: Welfare and Institutions Code Sections 1L1L008el4s 


rte 


L145709 114753 45 CFR 232¢20(a) and (d)s 45 CFR 
2330e20(a)(3) and (j)s and 45 CFR 305451(dD)e 


. 


Tne revisions enclosed in brackets were adopted via separate 
Department of Social Services (0SS) regulations entitled "ORD 
0884-37 - Public Law 98-369 {DEFRA} AFOC Revisions” effective 
October le 1984-e See Item 1 of the DSS Notice of November 
28e 1984 Public Hearing (October i2+* 1984 edition of the 
California Administrative Notice Reg:ster). ; 
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(16) Adopt MPP Section 43-203e11 to read: 


43-203 


el 


DISTRIBUTION GF CHILD AND SPOUSAL SUPPORT 43-203 
PAYMENTS (Continued) 


Child and Spousal Support Collected 


Support collected by the designated agency for a recipient of 
AFDC with respect to whom an assignment pursuant to 43-1066) 
is effectives shall be distributed as follows: 


ell 


tHas beem reptaced per Manuat tetter Now +29%>+ OF tne 
amount of collection which represents payment ona 


et ee ee a ere ee en an ee ce ce ee nee eae ee ee ee ae ee et ce ee ee as eee See ately Oe enn ee A a a A ee 
ee ee ee ee ee ae aes ae ane ee ae aol ee a ae ee SO eS SS A ne 
SS EE ES AS ED EE ee A SS OS SS AT aS OS NE SS AE DD AS A ES SE CCT ND SRD 


re a a ce ee er re ere ae es ee ne re a ae en cr a ee ae ne ee ae a a a a ee ee ree 


Oe AS ES OD ED A A SE a Ee 
rc ce ee cc re se en mc ae er a ee ee ae ne ee ae eee ee ee ee Le ee ree oe ee ee 


a a cre et ee ee ee ee eee 


familye 

2113 If amounts. collected from_an_absent_ parent which 
represent __payment___on_ the ‘required __ support 
obligations are for children in _ multiple 


assistance units» a disregard of up _ to $5000 


te a ee ee ee ee ee ee ee ne ee ee eee 


ED a a ES eS Lae SD ee a 


calendar _day_ of the month following the __month of 
distribdutione The distribution month 1s the month 


Care (IVE) cases. are not eligible for this 
disregard paymente 


2116 No _ payment shall be made under 443-203-111 if the 


Maximum disregard nas been __ provided __under 
43-201-316 
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Authority: 


References: 





No_ payment _shall_ be _made_unger_ _43-203-11 for a 


month _in_ which there is _no__current support 
collections 


Welfare and Institutions Code Sections 10554, 
L0604¢ and 11475e 


Welfare and Institutions Code Sections 11457+ 


11475; and 45 CFR 232e20(a) and (d)e 45 CFR 
233020(a)(3) and (j)s and 45 CFR 302651(D)-« 
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(17) Amend MPP) Sections 43-203e12 ‘througn 15 inclusSiveer and 
43-203e2 “Introductory Paragraph" to read: 


43-203 DISTRIBUTION OF CHILD AND SPGUSAL 43-203 
SUPPORT PAYMENTS (Continued) 


Support collected by the designated agency for a recipient of 
AFOC with respect to whom an assignment pursuant to 43-106el is 
effectives shall be distributed as follows: (Continuea) 


el Child and Spousal Support Collected 


el2 Fre amount of cotteettonm Any amount collected in excess 


a a a a ne ee ee ee ee ee ee ee re ee ee ee ee ee ee 


of that. distributed in ell above and which represents 
payment on the required support obdligation for the montn 
of collections .shal! be retained by the county to 
reimburses in whole or in partys the aid payment for that 
monthe Of the amount retained» the county shall 
reimburse the state and federal governments to the 
extent of tneir participation in the financing of the 
aid paymentse 


el3 Any amount collected that is in excess of the amount 
required to be distributed under ells and el2 above (and 
which represents payment on the required support 
obligation for the month of collection) shall be paid to 
the family up to the difference between the aid payment 
in the month of collection and the court ordered amount 

for «ne same montne (Continued) : 


0el4 <Any amount collected that is in excess of tnat required 
to be distributed under ells el2 and #13 above shall be 
retained by the’ county as reimbursement for past 
assistance payments made to the family which have not 
peen otherwise reimbursede (Continued) 


el5 <Any amounts collected which are in excess of the amounts 
required to be distributed under wt2 ell throug el 
above and which represent payment on a past support 
obligation snall be paid to the familys. (Continued) 

el6 (Continued) 

el? (Continued) : 

e2 Identification of Payments 
Any amount paid to the family pursuant to e1l3 and e15 shall 


be identified as a child support payment and not as an aid 
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Ppaymente Amounts paid under sll must be identified and paig 
pursuant to instructions in Section 25-370. 


e2l (Continued) 
a22 (Continued) 


e23 (Continued) 


Authority: Welfare and Institutions Code Sections 10554, 
10604+* and 114756 


Reference: welfare and Institutions Code Sections L1457¢ 
114753; 45 CFR 232620 and 45 CFR 302651(dD)e 
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(18) Repeal Section 44-101le2 


44-101 INCOME DEFINITIONS . 44-101 


w2 


Restrreted tneome +s any reseurece received by eof on benatf of 
a partteatar ehttd under tegqat econdittons whiter timtt tre 
apptteatton ef sueh resouree setety to the use and benefit of 
the partteutar ehtids Examptes of restricted tmeome tactude 
Seerat Seeurtty paymentsy ehttd suppert payments ana some 
erust paymentses Restrteted tneceme dees net tHetude the 
earnings of a ehitd tSeetion 44-ttiv2+s 


Authority: welfare and Institutions Code Sections 10553 and 
10554. 
Reference: welfare and Institutions Code Sections 1100814 


and 11450 (Statse 1984s Che 1447)* Sece 2 and 9); 
42 USC Section 602(a)(38) (PL Nowe 98-3699 Sece 
2640); 45 CFR Section 2064e10(a)(L)(vili)e (49 FR 
355899 355995 September 104 1984). 
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{19) Amend MPP Section 44-1L11e47 to read: 


44-111 


PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-111 
AS INCOME (Continued) 


e% Exclusions or Exemptions of Other Payments and Income 
{Continued) 


[-47 Child/Spousal Support Disregard] 


{The first $50 per month of current child/spousal 
support paid to or on vehalf of an assistance unit shall 
be disregarded when determining both eligibility and 
grant amounte Fats drsregard apptres onmty to current 
erhttd support payments and does met appty te speusat 
seppert or to enttd suppert payment ether than ecurrent 
poymentss See Section 42-213642(k).« ] 


[e471 When the child/spousal support payment is received 
by the countys the amount of the current support 
payment which is paid to the assistance unit shall 
be disregardede This disregard is applied in the 
month in which the chila/spousal support payment 
is received by the county for eligibility 
determination and applied in the month in which 
the disregard payment is received by the 
assistance unite if differents for eligibility and 
grant determinatione } 


[e472 When *he a current child/spousal support payment 
is directly received by the assistance unit from 
the absent parente the first $50 of such payment 
is disregarded and the balance of the support 
payment is considered income to the assistance 

unite} See Section 43-201.31. (Handbook) 


{e473 The total amount of the current chnild/spousal 
- support disregard attributable to any month snail) 
not exceed $50 per assistance unit regardless of 
whether the child/spousal support is received by 
the countys with a portion paid to the assistance 
units or the emttd support payment is received by 
the assistance unit directlye {f in the same 
month the assistance unit receives a disregard 
payment from the county attributable to a prior 
month and also receives a current emttd support 
payment directiy from an absent parent/spouser the 
assistance unit shalt be entitled to both 


disregerdse If the assistance unit receives a 
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H { For examples the county received current 
A child/spousal support payments of £150 in Januarye 
nd $150 in February and issued the assistance unit a 
: payment of $100 in Marche The total $100 shall be 
O disregarded in March for purposes of determining 
‘e) eligibility and grant since it is attributable to 
4 January and Februarye } 

Autnority: welfare and Institutions Code Sections 10554, 

106045 and 11475- 
Reference: Welfare and Institutions Code Sections 11475 ang 


at 


payment from the county which consists of payments 
From current child/spousal support for more than 
one months the £50 limit shall apply only to the 
total child/spousal support disregard for the 
month to which the disregard is attributabdles } 





1100804; 45 CFR 233020(a)(3) and (j)»s and 45 CFR 
302051 (D)« 


The revisions enclosed in brackets were adopted via separate 
Department of Social Services (OSS) regulations entitled “ORD 
0884-37 - Public Law 98-369 [DEFRA} AFOC Revisions" effective 
October le 198%. See Item l of the DSS Notice of November 
28+ 1984 Public Hearing (October 129 1984 edition of the 
California Aaministrative Notice Register )e 
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(20) Amend MPP Section 44-1133 to read: 


44-113 NET INCOME (Continued) 44-113 
e©3 Net Income from Social Securitys Railroag Retirement Benefits 
and Other Pensions 
231 Net income from Social Security or from Railroad 

Retirement Benefits is the actual amount paid to or on 

behalf of the reetptent from tnrese soureess a member of 

the_ assistance unit except: 

2311 When Social Security. benefits are paid to a 
representative payee on behalf of a member of the 
assistance unit and the representative payee does 
not _live in the same household as_ the assistance 
units the Social Security benefits are counted as 
income_only_to_ the extent that _ the representative 
payee _makes_them available for the support of the 
beneficiarys 

232 Net income from otner types of pensions and similar 
sources is the amount received ore if the individual is 
required to pay income tax on such income or has other 
required expenses in receiving such incomes net income 
is the amount received less these expensese 

Authority: Welfare ang Institutions Code Sections 10553 and 
10554. 
Reference: Welfare and Institutions Code Sections 1100814 


11450 (StatSe 19849 Che 1447s Sece 2 and 9)3s 42 

“USC Section 602(a)(38) (PL Now 98-3699 Sece 2640); 
45 CFR Section 206e10(a)(L)(vilti)e (49 FR 35589¢ 
355999 September 10+ 1984). ; 
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(21) Amend MPP Section 44-L1L3e7 to read: 


44-113 NET INCOME (Continued) 44-113 


absent parent and not forwarded to the county or which is 
collected by the county and paid to the recipient pursuant to 
Sections 43-203e13 and e15 shall be considered avatrlaple 
income when receivedi[y except as spectfted tA “4-titiseF. } 


ef Chnild/spousal support which is paid to the recipient by the 


‘S 


Autnority: welfare and Institutions Code Sections 10554 ana 
LO50+6< 

Reference: welfare and Institutions Code Sections 11475 ana 
110082143 45 CFR 2330e20(a)(3) and 45 CFR 
302051 (dD) ° 


% Tne revision enclosed in brackets was adopted via separate 
Department of Social Services (DSS) regulations entitled “GRD 
0884-37 - Public Law 98-369 [DEFRA] AFDC REvisions" effective 
October ly 19842 See Item 1 of the OSS Notice of November 
28% 1984 Public Hearing (October 12+ 1984 edition of the 
California Administrative Notice Register )e 
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(22) Repeal Section 44-115472 
44-115 EVALUATION OF INCOME IN KIND (Continued) — 44-115 


When a need item is earned or contriduted in kinds the income 
value placed upon such earningss contributionss etces is the 
amount specified belowe (Continued) 


ev? Nonneedy Relatives (Continued) 
z7#2 Mtmer Parent tiving wrth Nonneedy Parentts} 


When the FBU EeOoRsStsts of a miner parent and ATS/mhET 
ehttdren tiving with Ais7vher monneedy parentts}v tA-KktaAd 
vatues for Houstngy utttittesy food and ctotning for the 
mtner parent shatt+ se dedueted as tA-kinad tneomes 
Addtttonat deduettons fer the emitdtren}y of tre mrnoce 
parent shatt+ pe made tm accordance with «7#t aboves 


Naturat or adoptive parentts} who recerve xAFRET APSBW 
SSEt7/SSPy EVH or tEn-Heme Eare benefits smatt+ not ve 
econstdered to pe nonneedy parents for purpeses of thts 


sections 
Autnority: Welfare and Institutions Code Sections 10553 and 
10554. 
Reference: Welfare and Institutions Code Section 11008e14% 


(Statse 1984 Che 1447+ Sece 2)3 42 USC Sece 
602(a)(39)2 (PL NOe 98-3869 Section 2640); 45 CFR 
Sece 233620(8)(3)( xviii)» (49 FR 35600%s September 
L1O« 1984). 
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(23) Repeal Section 444-133-314 to read: 
44-133 TREATMENT OF INCOME —- AFDC (Continued) 44-133 


e3 Income in Cases in which a Parent or Other Caretaker Has Seen 
Excluded from tne FBU (Continued) 


e311 (Continued) 


w3t4 wren an exetuded parent4s needs are met py a 
stepparenty that porttern ef the exetuded parentts 
treome counted as trneeme ta the Fat +5 determined 
by subtraettng from gross tneeme at+ dtsregards 
attowed tm Seetton 44-t13 except the $30 ana i7x3 
efy as apptteabtey tne 439 dtsregards Fre 
rematnader +S tmeome to the Fits 


Authority: welfare and Institutions Code Sections 10553 and 
10554. 
Reference: Welfare and Institutions Code Sections 11008614 


and 11450 (Statse 19845 Che 19472 Sece 2 ana 9); 
42 USC Sece 602(a)(38) and (39)9 (PL Nowe 98-359¢ 
Sece 2640); 45 CFR Sece 206610(a)(L)(vilii) anda 
2330e20(a)(3)(xviii)s (49 FR 35599 and 35600» 
September 10+ 1984). 
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(24) Amend MPP Section 44-1330e62+2 e63 Titles and 44-1334631 


Introduct 


44-133 


ory Paragraph and e631(d) to read: 


TREATMENT OF INCOME - AFDC (Continued) 44-133 


«6 Income In Cases Where A Stepparent Resides In Tne Home 
(Continued) : 


062 


063 


Autnority 





Needs of Stepparent Unit (Continued) 


When the stepparent is excluded from the F8¥ assistance 
units the county shall determine his/her ability to 
support the Stepparent Unit on the basis of the AFDC 


Minimum Basic Standard of Adequate Care (Section 
44-2070e112) plus the pregnaney special needsse if 
applicable. See Section 44-21lle4s Allow disregards 


from the stepparent's gross income in accordance with 
Section 44-1334663(a) through (c)e. 


ar tf tne stepparent*s tneome meets tnetr cembtnred 
needy exetude Atsymer spouse and Atrsymer emitoren 
from the F8U for purpeses of both ettgrbrtity 
determtnatton and grant ecomputattrons See EAS 


44-2060 

Be t# the stepparent*s taceme dees mot meet thetr 
combtned needy tmetude Atsymer speuse tA the FBO 
for ettgiprtrty determirnattron and grant 
ecomputatten purpesesw tf atd ts requested for any 
of the stepparent4s enttareny toetucse them tA tre 


FEY fer these purposess 


Computation of Income to the F8&b AsSSiStance Unit 
(Continued) 


e63L The stepparent's income ageemed available to the 
fFBY assistance unit is determined as follows: 
(Continued ) . 


{d) Deduct the MBSAC amount for members of the 
stepparent unit plus tne pregnamety special 
needse if applicablee See Section 
44-21 leew 


‘ 


: Welfare and Institutions Code Sections 10553 ana 
105546 
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Reference: 


Welfare and Institutions Code Section 11006614 and 
11450 (StatSe 19849 Cne 1947e Sece 2 and 9)3 42 
USC Sece 602(a)(38) and (39)e (PL Now 98-3694 Sece 
2640) 45 CFR Sece 20Gei D(a) (L)(viil) and 
233e20(a)(3)(xviit)e (49 FR 35599e 35600% 
September 10+ 1984). 
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(25) Adopt MPP Section 44-1330e7s ete Sege to read: 


44-133 


TREATMENT OF INCOME - AFDC 44-133 


Income_in Cases _ Where the Senior Parents or tegal Guardians 


ofl 


LS SS ED SS ESS SS eS AS A A a I 


oS ee ee ee ee Se en See a ee te ee es ee ee ee ee 


Definitions 


For purposes of this section the following definition 
shall_ apply: 


tea) 


2stil A_Minor Parent is__a parent wno _is tess tnan 19 


years of agee The term minor parent also includes 
a_pregnant woman less than _19 years of age who has 


2714 A_Senior Parent Unit consists of the senior parent 
or___legqal_ guardians __ nis/her spouses __ his/her 
children and any __other persons residing in__the 
legal_guardian__as_ dependents for federal __income 
tax purposes when they are not in the assistance 
unite When the minor parent 1S excluded from the 


re nt ee re te ae re a a at re te a ae en em ee ee ce ee ee a ee ed ee ee 


SST/SSP_ recipients the minor parent shal! _be a 
member _of the Senior Parent Unite 


When_a_minor parent is __an SSI/SSP_ recipients the income 
of the senior  parent_or legal guardian residing in the 


rn ee ae ee ee nee ee ee en ee Ee ae ee ee ee ee ee Se a 
LPP PS EN NS A A A A RS a EE SS SS A Se a 
— ee ae ee 


a ee a ae ee ae coe re ce a ee ee a ee ee ee ne ee 


Regulations concerning income ta the assistance unit 


Oe A YS A OD SS a SE AD TE ee EY A SS ED A RS ea 


ee ee ne a ee ne cc a ne ec ee a nr a ee re ee ee ee eee 

















0 ee a ee ee en ee oe ng re ce ee a ae ee ce ee a ee ee eee we GS ee 


be allocated to the assistance unit shall be determined 

as_follows: 

e751 When a senior parent _or legal guardian receives 
iump_sum_ income (Section 44-207e41)»_ the Jump sum 
income _shall__be treated _as_ income _in_ the month 


Se A Ae OD A a RE a ce ee ee a a ED 


{a) - When determining net __earned incomes each 
employed senior parent __or legal __quardian - 
shall__be entitled to the following work 


41) When the senior parent or legal 
guardian worked at least 100 hours 
and_at_ least 13 days in the montn to 
which the income was earneds allow a 
$75 _ disregarde 


42) when the senior parent _or_ legal 


ee ne ee a oe re ee 


{3) when the hours and __days__are_ not 


a a rc a a ee a a ee a ne ee ee ee ee es rr ee ee 


ee ce a ete ee ed ee A ee PS SD 


PP EE ED SS ce 


the $30 disregard shall ___not be 
allowede 


2153 Deduct the amounts actually paid by each senior 
‘ parent _or_ _each_ _lega!l_guardian__to__persons__not 
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living in the nome but who are» or could be 


a ee ee oe 


ee a ae ee ee ee ee ee 


Example: Senior Parents" Income to th 
unit 


Computation Factors 


- Senior Parent Unit consists of two senior 
parents and one childe 


- AFDC assistance unit consists of a minor 
parent and an aided Childe 


= One senior parent earns %600 within the 
month from full-time employmente 


- One senior parent earns $100 within the 
‘month from part-time employmente 


- No payments are made by the senior parents 
to persons living outside the homee 


Computation 


$600 Gross income of senior parent 
employed full-time 


—~75 Less e753(a) work expense disregard 


$100 Gross income of senior parent 
employed part-time 


-~_50 Less e753(b) work expense disregard 
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Authority: 


Reference: 





$575 Net income of both senior parents 


=555* Less MBSAC for Senior Parent unit (3 
persons) 


$ 20 Senior parent*s income to assistance 
unit 


* This MBSAC amount is subject to changes 
Use currently applicable amount specified 
in 44-20721226 


Welfare and Institutions Code Sections 10553 and 
105546 


Welfare and Institutions Code Section 11004e14 
(Statse 19840 Cne 14475 Sece 2)3 42 USC Sece 
602(a)(39)> {PL Noe F9B-369%9 Sece 2640); 45 CFR 
Sece 233420(8)(3)(xviii)e (49 FR 356005 September 
100 1984). 
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(26) Repeal existing and Adopt new Section 44-13328 to read: 


44-133 TREATMENT OF INCOME - AFOC (Continued) . 44-133 


28 


Restrreted freome 


s8t wren a emttd with restrieted tneome +tSeeeten 44-+61524 
+3 tnétaded tm the Famity Sudget Untt, tSeetton 44-265+ 
mts restrreted tmeeme ts tmeome to the Famity dsudget 
UAtres 


782 When a ehrtd wrth restrteted tneome tSeetton 44-1t9t924+ 
tS not tnetuded tm the Ffamity Beodget tntty tSeetion 
#4-2054 the restrteted tmeome smatt net ve treated as 
rneome to the Famity Budget Unit exeept to the extent 
that the restrteted tmneome +5 aetratty used for of 
econtrtbuted to Famtty Budget entt memberss 


28 Ihe _ Income of Other Unaided Children _ in the Home 
Ine_income of any child_in_ tne nome required to apply for aid 
in_ Section 40-118 who is not presently being aided shall _pe 
computed in accordance with Section 44-133-3-6 
Authority: welfare and Institutions Code Sections 10553 and 
10554. : 
Reference: welfare and Institutions Code Sections LlLOOBel4s 


11450 (StatSe 19849 Che 1447+ Sece 2 and 9); 42 
USC Sece 602(a)(38) (PL Now 98-3699 Sece 2640); 45 
CFR Sece 2060e1LO(a)(L)(vili)s (49 FR 35589) 35599¢ 
September 10+ 1984)-« 


oa 








(27) Amend MPP) Section 44-1336010 
Adopt 44-133e102 to read: 


44-133 TREATMENT OF INCOME (Continued) 
e10 Income in Cases Where an Alien Has Been 
into the United Statese 


2101 When an alien 
defined in Section 
sponsor who is 


43-119e2 the 
not receiving AFDCs 
cash assistance payments (such as 
and the income of the 
the sponsor and who is 
assistance payments shall pe deemed 
alien*s incomee This income 
(Continued) 


a ae ca a ae ae we ee ED A Se AD DY a ae De <P 


licome to the sponsored aliene 


ee a ee ee ce ee ae a Se 


Welfare and 
106046 


Authority: 


and Institutions 
CFR 


welfare 
and 11008014; 45 
2330e20(a) (3) (ii )e 


Reference: 


“Introductory Paragrapn" 


sponsor’s spouse who 
not receiving such 


is determined 


Institutions Code Sections 


Code Sections 
233051 


and 


44-133 


Sponsored for Entry 


individual atten as 
income of his/her 
SSI or other public 
General Assistance) 
laves with 
public cash 
to be the sponsored 
as follows: 


es ee ee es ee ee 


a a 


ae ae ee ae eee ae ee ae i eo 


10554 and 


11008213 
ang 45 CFR 


45 














(28) Amend MPP Section 44-203 "Title" and «3 to read: 


44-203 PERSONS wHO MAY BE INCLUDED IN THE F8U -_DEFINITIONS 44-203 


ee ee 


e3 Other Relatives Living in the Home of an Eligible Chila 





w3t Em order te be considered a retative under thts seetionry 
| a@ person mast regrster for wiN untess exetuded under 
| Seetten #2-666s51t or exempt under Seetron 42-6385 Frese 
whe are exempt from WN beeause of femoteness tSection 
#2-6304564 must regrster fer Emptoyment Servtreese Frese 
persons exetuded from WIN must regqrster for Emptoyment 
Servrees untess they weutd be exempt ander Seetion 
42-639 erttertas 


w32 & retattve +s constdered to be tiving tm tme meme of an 
etigrbte emttd even theougm the retative andfor enrtd +s 
temporartty absent from the memes Femperary absences 


tnetude+ Resprtatt2attreny attendance ate schooty 
vaeattrontAagy MNevingy trips made tA econnect+on wrth 
eurrent or prespeettve empteymenty and stmttar 


Sttuattrens tsee Seetton 45-3G2s235 for Eenttd temporartty 
absent from an AFDE-FE etigrote facttity+=s 


231433 Other relatives include: 


03311 Second married or unmarried parent (natural or 
adoptive )e 


©3312 Stepparents who are: 


ae. unemployed (see Section 41-4401 for 
definition of unemployment) 


De tne spouse of an eligible child's natural 
or adoptive parent when the basis. of 
deprivation is the incapacity of a natural 
or adoptive parente 

#3330 «6tRepeated py Manuat tetter Now 84-364 


333% +tRepeated py Manuat tetter New 81-364 


Authority: Welfare and Institutions Code Sections 10553 and 
10554. 
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Reference: 


welfare and Institutions Code Section 11450 
(Statse 19840 Che 1447s Sece 9)3 42 USC Section 
602(a)(38)2« (PL Noe 98-369" Sece 2640); 45 CFR 
Section 2064e10(a){1l)(vii)s (49 FR 355995 September 
109 1984). 
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(29) Amend MPP Section 44-205 "Title" and «2 to read: 


44-205 PERSONS WHO ARE TNELUOEDS FRU COMPOSETEON 44-205 
ESTABLISHING THE FBU 


22 Estabtishtag the FRU Determining the Caretaker Relative(s) 

e2l When an applicant for AFDC submits the Form CA 2s it 
includes the names of al] potentially eligible children 
living in the home for whem ata +5 betmg requested. The 
first step in establishing the FBU is to determine tne 
caretaker relative(s) of the children fer whem atd +s 
requested or of an otherwtse etigibte enhttdtren} who ts 
fecetvwing SSt7S5S5P. It is necessary to identify tne 
caretaker relative(s) in order to determine if there 
will be one or more FBU'S (see Section 44-203e21 
Definition of Caretaker Relative above). 


e211 Generallye if the child is living witn a parents 
the parent its the caretaker relativee If the - 
child is not living with a parents generally the 
applicant will be the caretaker relativee The 
county must make a determination of what person or 
persons have responsibility for the care = and 
control of tne children for wnom aid is requested 
based on information supplied by the applicante 


s2t2 AM FEY wrtmheut a ehitd ean be estantisned when the 
onty otherwrse ettgtete entidtren}y ts reeetving 
SSEYSS5SPe2 tSee Seettron 44-2055230} 









tay Bepartment of Soerat Servwrees - At++-County 
ketter Nos 83-t2% trssued Novemper 247 
$9834 +thstrueted countres to appty the 
Zapata vs weeds e¢ourt erder to att 
appttreattons recetved on or after Secember 
tv +983 and to econttarring eases om an 
engetng Pastse 
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23 Determining the Number _of FBU*s in the Home 
w22e31 Once the county has determined which person or persons 
in the home is a caretaker relativer it is possible to 
establish the FBUe All of the eligible children) for 
whom atd +5 requested will be in one FBU if there is 
only one caretaker relative in the homee If there 15 
more than one caretaker relative in the nomes tne 
eligible children of each caretaker will be in separate 

FBU'Se except in the following situations: 
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In 


w23te411 The natural or adoptive parent who is the 
caretaker relative of the child(ren); and 


w232-412 The eligible child's second married or 
unmarried natural or adoptive parente 


2413 Every eligible natural or adoptive brothers 
half=brothers sisters or half-sister of tne cnild 
for whom aid is requested and/or who is considerea 


OD SS a ae a a eS Se ee a ne ee pe St ag nS ee A ee EE 
en a a a a nr a a a a rn ed ee ee ee ee ee ee a ee eee 
a cc cn ae re a a ec ae te ee re ee en ee ee ee ee ee ee ee ee 


Section 40-118 and a person who is required to pe 
included _in__the FBU_under_ «41 above wishes to decline 
assistances that person may be left out of the Feu but 


his/her __income_._and_ resources __will__be___considered 
available to the same extent as if he/she were included 
in _the_ FBUe See Chapter 42-200 for determination _of 
resourcese Net income will be computed _in accordance 
with Section 44-133603-6 


oe 28 we re ee eS eee ee 


Oe ate ee ee es ee ee SEE A SS ED EE 


w24e51 Additional relatives living in the home may obe 





included in the FBU on request of the applicant or 
recipiente 


At the time of applications redeterminations or at any 
other time the recipient informs the county of any other 
relatives in the homes the county shall identify for the 
applicant or recipient which additional relatives in the 
home may be included in the FBUe and the’ county shall 
advise the applicant or recipient of tne effect of 
including or excluding such relative(s)e This advice 
shall include a description of the F&8U composition which 
will result in the maximum aid to which the family is 
eligible (considering the income and resources of each 
person who may be included)e The following relatives 
shall be included upon request of the applicant or 
recipient in the FBU unless excluded pursuant to Section 
44-20601: 


s24t Stmer retated ettgtpte enttdrens t5ectrons 
40-2433 and 44-3476624 : 


sw242-511 The caretaker relative who is not a parente 


32432512 Stepparents who are: 




















(ae) unemployed (see Section 41-440el for 
definition of unemployment). 


. (De) the spouse of an eligiple child‘s natural 
or adoptive parent when the oasis of 
deprivation is the incapacity of a natural 
or adoptive parente 


e244 +tRepeated by Manuat teeter New 84-364 
2245 +tRepeated py Mantviat tetter New 81-364 


Aid _Based_on Pregnancy 

25261 In determining eligibility for AFDC and the pregnancy 
special need paymente and for determining FBU 
compositions the term “pregnant woman” includes a 
pregnant childe 


262 When the unaided father of the unborn is living in tne 
home with a pregnant woman who is in an FBU of one 
without an eligible childs the father is an excluded 
parent and nis income is treated in accordance with 
SeECtION 44-1336436 


263 The application for aid based on pregnancy and/or the 
application for the pregnancy special need is considered 
an application for the “family".e See Section 40-10356 
In addition to the pregnant womans the family includes 
the following: 


¢ay2631 The unbornse when born and living with the mothers and 


£42632 The father of tne unborn when he is in the home at 
the time application is made and through the’ month of 
‘Dirtne See Section 44-206el(kK)e 


326064 An FBU of one without an eligible child may be 
established for a pregnant woman who meets ail of tne 
following conditions: 


w2642641 Tne pregnant woman and tne unbdorn childs if 
born and living with the mothere would be eligible 
for AFDC in the month of paymente 


' w2622642 The woman has provided ‘medical verification of 
pregnancy to the countye 


Medical Verification 1S a written statement from a 


physician or physician's assistant or by an 
authorized member of the physician’s staff with 
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access to the patient’s medical record that 
provides information sufficient to substantiate 
the diagnosis and estimated due datee 


62632643 The pregnant woman could not bean eligible 
person in an existing or applicant FRU. 


72642644 . When the deprivation of the pregnant woman 
one-person FBU is State-only AFDC-Us the 
limitation in EAS Section 41-440.2125 applies. 


27 Separate FBU 


w27.71 A Separate FRU for an otherwise eligible person(s) 
whose needs were not considered in the tump sum 
computation may be established when the existing FU is- 
in the period of ineligibility resulting from receipt of 
lump sum incomee. 


28072 When an FBU is ineligible as a result of having 
received three months of State-only AFOC-U program 
benefits in a 1l2 consecutive month periods a separate 
FBU may be established for an otherwise eligible 
person(s) in the home whose needs have not been 
considered for tne State-only AFOC-U programe 


Authority: Welfare and Institutions Code Sections 10553 and 
105546 
Reference: Welfare and Institutions Coace Sections 11008614 


and 11450 (StatSe 1984s Che 1447s Sece 2 and 9); 
42 USC Section 602(a)(33)+ (PL Now 98-6399 Sece 
2640); 45 CFR Section 2064e¢10(a)(1L)(Vii)e (49 FR 
35589 and 355999 September 10+ 1984). 
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(30) 





Amend MPP Section 44-2060el "Introductory Paragrapn"s Repeal 


44-2060e1(bD) and Amend 44-2060e22 “Introductory Paragraph to read: 


44-206 PERSONS WHO MUST BE EXCLUDED FROM THE FU 44-206 


el 


e2 


The following persons must be excluded from the FBU (even if 
it would be appropriate to include them under Section 
44-2050234 Of 02425): (Continued) 


te}> Persens whese needs are met by the stepparent sursuant 
te Seetton 44¢-1t335v680 


Tne entire family is ineligible for aia payments when: 
(Continued) 


e22 A natural or adoptive parent living in the home of the 
aided child or a pregnant woman aided under Section 
44-205e2662 (one person FBU) is participating in a 
Strike on the last day of the montne The FB8U remains 
ineligible for any subsequent month(s) in whicn the 
county can reasonably estimate that participation in the 
Strike will continue through tne last day of the monthe 
If aid is discontinued or denied because the county 
estimated that the parent or pregnant woman would be 
participating in a strike through the last day of the 
month and the applicant or recipient later reports that 
participation in the strike ceased before tne last day 
of the monthe the county shall rescind tne 
discontinuance or denial and issue tne correct grante 
(Continued) : 


Authority: Welfare and Institutions Code Sections 10553 and 


10554. 


Reference: welfare and Institutions Code Section 11450 


(StatSe 1984s Cine 1447s Sece 3)3 42 USC Section 
602(a) (33) (PL Noe 98-3699 Sece 2640)3 45 CFR 
Section 206«e10(a)(1)(vii)se (49 FR 355999 September 
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(31) Amend MPP Section 44-207e211(b) to read: 
44-207 INCOME ELIGIBILITY (Continued) 44-207 


2 185 Percent Income Limit for Eligibility (Continued) 
o2l Description of [185] Percent Income Limit (Continued) 
e21l After application of the appropriate exemptions 


and exclusions not otherwise precluded by this 
sections income considered in tne {135} percent 


income limit is the total of gross income as 
defined in Chapter 44-1002. for purpose of the 
[185] percent income limite the Following 


exceptions snall apply: (Continued) 


(d) The child/spousal support collected oy the 
county shall be included in gross income[ » 
except aS specified in Section 44-111le47- ] 


Authority: Welfare and Institutions Code Sections 10554, 
10604s and 11475- 


Reference: Welfare and Institutions Code Sections 1100814 
and 11475; 45 CFR 233020(a)(3) and (j)» and 45 CFR 
Z02e51L(D)e 


* The revisions enclosed in brackets were adopted via separate 
Department of Social Services (DSS) regulations entitled "ORD 
0884-37 - Public Law 98-369 {DEFRA} AFDC Revisions” effective 
October le 1984e See [tem 1 of tne DSS Notice of November 
289 1984 Public Hearing (October 12+ 1984 edition of the 
California Administrative Notice Register). 
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(32) 





Amend MPP Section 44-3090e1 and Repeal Section 44-309612 as 


follows: 


44-309 PROTECTIVE PAYMENTS IN APPLYING THE CHILD 44-309 


SUPPORT SANCTION 


Choosings appointing and reviewing protective payeese 


el 


When the parent or needy caretaker relative is excluded from 
the FBd assistance unit pursuant to Sections 
44~206etetetl(d)(1) or 44-206et4teyxl(d)(2)+ the payment for 
the FB8Y assistance unit shall be made in its entirety py 
protective payments provided the county is able to locate an 
appropriate protective payees See _ Section 44-3106 where 
protective payments are made solely because of a failure to 
cooperate or to assign support rights pursuant to Sections 
43-106 or 43-107e1l: (Continued) 


el2 No further payments may be made dtrreetty to tne 
rectptrent : 


Authority: Welfare and Institutions Code Sections 10553 and 


10554. 


Reference: Welfare and Institutions Code Sections 10553 and 


10554; 42 USC Section 602(a)(26)(8)»s (PL Noe 
98-3695 Sece 2634)3 45 CFR Sece 234660(a)(13)%9 (49 
FR 35603* September 10% 1984). 














(33) Adopt MPP Section 44-310 to read: 


442310 EXCEPTION TO PROTECTIVE PAYMENTS REQUIREMENT 44-310 


YNOER SECTIONS 42769165 AND 44-309 


Protective payments under Sections 42-691-e5_ang__44-309 are 
not required ifs after making ail reasonable efforts (see 2 


below)» the county is unable to locate an appropriate 


individual _to whom protective payments can be made.e In this 
case» the county shall continue to make payments on _bdehalf of 
the remaining members of the assistance unit to. the 


SOS AD SD A A EE SS A AS SS ES A A ce en a a 


At_a_ minimums reasonable efforts _on the part of the county to 
locate a protective payee __shali__incluge the following 


221 Inform the sanctioned individual that the county 15 


ee te a a ete ee ae ee re re ar ee a a ae tc ae re ee ne et te ee ee ee ee Se a ne a ae et ee a 
a ee et re ae ae ee ne a ce nee ee re ee ee a A ae SS ee ED es OS SE A SS ED Se 


222 «ASk the sanctioned individual to name a person who can 
act_as_ the protective payeer and explain the selection 
criteria of Section _44-309e13___to the sanctioned 


individuale 


Autnority: welfare and Institutions Code Sections 10553 and 


105546 


Reference: Welfare and Institutions Code Sections 105536 


10554 and 11308 (StatSe 19849 Cine 1447% Sece B)3 
42 USC Sece 602(a8)(19)(F)(i) and (602)(a)(26)(B)>» 
(PL NOs 98-369 Sece 263%); 45 CFR Sece 
234260(a)(12) ana (13) (49 FR 35603 September 
10s 1984). 
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may be indicated by placing a diagonal slash through text. For adoption of new section, underscore is not required. 
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Adopt new Section 63-048 to read: 


§3-048 IMPLEMENTATION OF THE DEFICIT REDUCTION ACT {DEFRA) 63-048 
REGULATIONS FOR CHILD/SPOUSAL SUPPORT DISREGARD PAYMENTS 





23259 504e422 and 50504 as 


G_ 23252 _ 3040422 _ and 30524 as 


amended or adopted hereins shall become effective upon filing 


ne ne re ae re Ee es et eee a ee ce ce em ee re Se ce se ee eae a ee ee ee oe 





Sections _63-503-232s 5040324 an 


ae eS Se A ES A a ES ee A a a ae een sae Sy ee a ene ge AD nl a SS 


‘October _1+ 1984 to coincide with the implementation date of the 


ee cae ae a OS chee et Oe ER EE CE ES AS SEC A AED a MO mS on 


DEFRA regulations in the AFOC programe 


Authority: Welfare and Institutions Code Sections 10553 and. 
189046 
Reference: Welfare and Institutions Code Section 18901 and 7 


CFR 2730e21(j) (1) (ii) 

















Renumber Subsections 63-102(c){2) through (c)(6) to (c)¢3) 
through (c)(7) respectively and adopt new Subsection 63-102(c)(2} 
to read: 


63-102 DEFINITIONS (Continued) 63-102 


Ce 


(Continued) 


{2) “Chitd/spousal_ support disregard payment™ means those 


a So ae ae eS ES 

eS A ED SE A SS SS re 
a eaten te ee ae a ce Se NS SS <a 

a rete eee ee eS LE Te DS NE A AE EY A AS SR SE ED 


These Payments - are disregarded as__ income for the AFDC 
programe but shall be considered income __for the Food 


Le A A A A A A SS A SE A A ES A SE ES A EE AS 


Stamp_ Programe 
¢2+(3) (Continued) 
+3444) (Continued) 
€44(5}) (Continued) 
€54(6) (Continued) 


£63(7) (Continued) 


Authority: Welfare and Institutions Code Sections 10553 and 


189046. 
References Welfare and Institutions Code Sections 18901. and 


18904; and 45 CFR 302e51(b) and 233<20(a){(4)-« 

















Amend Section 63-503e232(a) to read: 


63-503 DETERMINING HOUSEHOLD ELIGIBILITY AND BENEFIT 63-503 
LEVELS (Continued) 


e2 Determining Resourcess Income and Deductions (Continued) 


23 Households Subject to Retrospective Budgeting After the 
Beginning Months (Continued) 


e232 Retrospective Budgeting (Continued) 
(a) Actual Income 


For purposes of determining the household's 
Yevel of benefits for the issuance months 
the CwO shall take into account the 
household*s actual reported income for the 
budget months, except for child/spousal 
support__ disregard paymentse Because __the 


CWO is the agency making these__paymentse 
action __ shalt) be taken __on the  Cwd 


informatione 


Authority: welfare and Institutions Code Sections 10553 and 
18904. — 
Reference: Welfare and Institutions Code Sections 18901 and 


18902; and 7 CFR 273e21(j)EL)(ii)e 














Amend Section 63-504e324 to read: 


63-504 HOUSEHOLD CERTIFICATION AND CONTINUING ELIGIBILITY 63-504 
(Continued) 


e3 Monthly Reporting (Continued) 
e32 Complete CA 7 (Continued) 


0324 All questions and items pertaining to food stamp 
eligibitity are fully answered and provide the CwD 
with the information to correctly determine — 
eligibility and benefit levels except as specified 
in_ Section 63-504e324(c)e 


(a) To be considered fully answerede 
information on the CA 7 together with 
attached . documentation must provide 


sufficient information to allow for the 
determination of eligibility and/or benefit 
level except for the following: 


(1) If earnings are reported the name of 
the person(s) who received the 
incomes amount of pay and date(s) 
receiveds and the days and hours 
worked must be onthe CA Te In 
additions documentation must be 
attached to the CA T. 


(2) If ‘elements pertaining to one 
program*s requirements are missing 
from the CA T+ the CA 7 shall be 
considered incomplete for that 
program onlye : 


(b) Questions on the CA 7) shall not he 
considered fully answered if situations 
such ass but not Vimited to the followings 
exist: 


Q1) The CA 7 does not include information 
on changes that the household has 
previously reported to have occurredys 
ie@ex an actual change that the 
household reported to the CwD by 
telephone was not included on the CA 
T3 OF 














Authority: 


Reference: 


{co} 


welfare and 
18904.e 


(2) 





The CA 7 does not include information 
that was reported on thre previous CA 
7T and tne household does not indicate 
a change has occurredy e@eger the 
household previously reported 
earnings from two sources and this 
month reports earnings from one 
source but does not explain the 
changee 


The CWO _shal}__not___consider_ the CA 7 


incomplete. __if_ _information____regarding 
child/spousal_ Support disregard payments 


eS ee Te a oe 


Institutions Code Sections 10553 and 


Welfare and Institutions Code Section 18901 and 7 
CFR 273e2L( jC L)(iide : 























Amend Section 63-504e325 to read: 


63~504 HOUSEHOLD CERTIFICATION AND CONTINUING ELIGIBILITY 63-504 
(Continued) 


‘23 «©Monthly Reporting (Continued) 


e32 Complete CA 7 (Continued) 


0325 


Authority: 


_ Reference: 


Verification is provided for gross nonexcluded 
earned income each month and nonexcluded unearned 
income when first reported and when there is a 
changes except as specified in Section 
63-505e311lte and 63-504e325(a)e 


fa) — For child/spousal___support __ _disregard 


verificatione 


Welfare and Institutions Code Sections 10553 and 
18904. ; 


Welfare and Institutions Code Section 18901 and 7 
CFR 273e21(f Je 




















Amend Section 63-504e422(c) to read: 


63-504 HOUSEHOLD CERTIFICATION AND CONTINUING ELIGIBILITY 63-504 
(Continued) 


e4 Effecting Changes’ for Nonmonthly Reporting Households 
(Continued) : 


42 Action on Reported Changes (Continued) 
e422 Increase in S8enefits 


(c) Changes which result in an increase in the 
household*s benefits shall be verifieds in 
accordance with the requirements of Section 
63-300e5s prior to taking action on these 
changess__except__as_specified in Section 
63-504e325(a)e The household snall be 
allowed 10 days from the date the change is 
reported to provide the required 
.verificatione If the household provides 
verification within the 10 dayse the Cwod 
shall take action on the changes within the 
time frames specified in Sections 
63-504e422(a} and (b)e These time frames 
shall run from the date the change. was 
reportede Ife howevers the household fails 
to provide the required verification within 
10 days after the change is reporteds but 
provides the verification at .a later dates 
the time ‘frames specified in Sections 
63-504e422(a) and (b) for taking action on 
changese shall run from the date 
verification is providede In cases where 
the CWO has determined that a household has 
refused to cooperates as defined in Section 
63-505ele the CwD shall terminate the 
household's eligibility following a timely 
notice of adverse action (OFA 377e4)« 


Authority: Welfare and Institutions Code Sections 10553 and 
18904. 


Reference: Welfare and Institutions Code Section 18901 and 7 
CFR 273e21(F )e : 








Amend Section 63-505e4(a) to read: 
63-505 HOUSEHOLD RESPONSIBILITIES (Continued) ' 63-505 


e4 Verification Responsibilities for © Monthly Reporting 
Households 


Monthly reporting households shall provide verification of 
the following information reported on the CA 7: 


(a) Gross nonexcluded earned income each month; nonexcluded 
unearned income and the source of excluded income when 
first reported and when there is a changes except as 
specified in Sections 63-505e311ls_ and 63-504e325(a}e 


ee 





Authority: Welfare and Institutions Code Sections 10553 and 
189046. 
Reference: welfare and Institutions Code Section 18901 and 7 


CFR 2730e21( j) (lL) (iide 
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2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 


SECTIONS AMENDED 


22-001.121 (a)-(c) 322-001.7;22-003.2 &.22;22-02 
SECTIONS ADOPTED 


22-023.111-115 and 63-804.631 (b) & (c) 
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Emergency age P 
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Other Regulatory Actions: 


Procedural and Organizational — : Authority and Reference 
[] Change [ ] Editorial Correction [] Citation Change 


4. IS THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? 


[| No Yes, if yes give date of previous filing December 28, 1984 
5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 
No [ ] Yes 
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a. [] Effective 30th day after filing with the Secretary of State. 
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e. Effectiveygon filing with the Secnptgighaté ettéétive date earlier than 30 days after filing with the Secretary 
of State pursuant to Government Code Section 11346.2(d).) 
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d. [| Effective on________________________(Designate effective date /ater than 30 days after filing with the Secretary of 
State.) 
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Provide the Administrative Code Title in which the regulation will appear and list each section number to be amended, adopted, or 
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The following material must be submitted when filing regulations with OAL: 
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Amend Section 22-001le121 to read: 


22-001 CEFINITIONS (Continueg) 22-001 


el 


(Continued) 


2°12 Filing Date 


el2l All _ written. requests for hearings shall be date 
stamped oy the agency_on_ the day the request is 
receivede Unless the evidence indicates 


otherwisese the filing date of the claimant's 
written request for a state nearing shall be 
determined as follows: 


(a) If the request is mailed to the Office of 
departments the postmark date “of the 
envelope; 


(b) If the request is delivered by hand to the 
Office of the Chief Referee or to tne 
county welfare gepartments the date stamped 
on the request for nearing; 


(c) If the date cannot be determined by the 
methods described abovey two days before 
the request was stamped “received” oy the 
Office of -thne Chief Referee or the county 


welfare department; — 


Amend Section 22-O0le7? to read: 


22-001 DEFINITIONS (Continued) 22-001 


af 


COUNTY - For purposes of this divisions “county"™ generally 
refers to the county welfare departmente The term "county 


welfare department" is used _in Sections 22-00lel2s 22-003 and 


FS SS AS LS AT A ES SS TP ES A ES AD SE ED SE SS A ES AS eS OS A | meee ae 
a a ee DE a ED ee ee A 


QOr_inaction. with whicn the recipient is dissatisfiede Any 


references to “county” nowevere may also refer to any agency 


























or contractor whose 


hear inge 


Authority: 


Reference: 


welfare and 
105546 


welfare and 
10950- 


actions may be subject to 


Institutions Code Sections 


Institutions Code Sections 


a state 


10553 and 


10553 and 











Amend Section 22-003e2 and «22 to read: 


22-003 . RIGHT TO STATE HEARING (Continued) 22-003 


02 


A request for a state hearing may be either written or orale 
A written request must concerning county administered state 
g3id__programs shall be filed tm the 6Sfftee of the Ehtef 
Referee with the county welfare departments and for all other 


State aid programse the request shall _be filed with tne State 


Department of Social Services in Sacramentoe «nm All oral 
requests must shall be ftted tm person or sy tetenpmene or 
made __to the. State Oepartment of Social Services in 
Sacramentoe & tott-free number tS avattapte for ents 
purpeses The Department of Social Services shall_maintain_a 


toll_free number for the receipt of oral hearing requests.if 
tme county mas beem authortzed py the Entref Refereets Otfree 
to recetve written or orat meartng requests tm that ecountyv 


the request may be fitted with that countys 
e2l (Continued) 


e22 When a written request for a state hearing is received 
by am authorrzed the county welfare departmente a copy 
shall be forwarded to the Office of the Chief Referee in 
Sacramento no tater than three(3) days after its 
receipte 


If the request for hearing concerns an action which is 
subject to the adequate notice provisionse a copy of the 
applicable notice shall pve sent with the request. 


Authority: welfare and Institutions Code Sections 10553 and 
105546 

Reference: Welfare and Institutions Code Sections 10553 and 
109504 











Amend Section 22-023-lls repeal and adopt Sections 22-023-111 and 
ell2s and adopt Sections 22-O236e1139 e114s and e115 as shown: 


22-023 


COUNTY WELFARE AGENCY RESPONSIBILITY PRIOR TO THE 22-023 
STATE HEARING 


el Preliminary Review 


ell 


Upon receipt of a request for hearing of mottce that a 
reetptrenat has) fitted a request ter a state heartng the 


ee ee i re ee es en oe ee ee ee ee 


wttt wWrthtn two worktng ¢ays deteratne whether the 


etatmant tts entrtted to ard penarng the state 
heartnag tm aceordaunce wrth Seetton 22-ds22t and 


elll Unless the evidence indicates  otherwises the 


fa) The date the written request _ is received by 
(d) Ine _date__the_oral__request_is_ received Oy 
Sacramento ze 

stt2 Emmedratety asthortze payment tt the etarmsant rs 
so entrtted and mas) not votuntortrty and knowtrngty 
watved atd pemdtng the heurtnge tA no event snatt 
the county detay actteon unttt an atd pard pending 
determrnatron 3 made am the RMeartnge TF atd 
pendtng the meartng t5 mot Approprtste under 
Seetton 22-G22y the county may contrnave wrth tts 
proposed acttrone 











{c) An_oral_ request for hearing is received by 


ee ee ee oe re ee eee -— = ee ee ee 
ne ae ae ee ce ee re eee ee ee ee we od ee ee ee ee ee 


—— = SS = SS 


{3) In_ the event that 3 written nearing request 
{b) For requests filed erroneously _1n_a count 


tne___claimant __1s___dissatisfieds these 
requests shali_ be forwarded to the State 


Department _of Social Services. Tne State 
Oepartment_of Socral_ Services shall _ forward 


sucn__requests to the proper county _as 


defined in Section 22-OVUlele 


1S received by the State Department of Social 
Servicese 




















Authority: Welfare and Institutions Code Sections 10553 and 
10554. 


Reference: 45 CFR 205010(a)(6) and (7); and Saldivar vse 
McMahon 

















Renumper existing Section 63~-804e63 to 804e631 and «632 and amend 
Sections $3-8044631 and 2632 to read: 


63-804 STATE HEARINGS (Continued) 63-804 


«6 (Continued) 
53 Time Frames for Providing Continuation of Benefits 
263i The CWO shall provide continued benefits to any 
nousenolda entitled to such benefits witnin five 


(5) working days of fettewing the date: 


(a) tIne CwD receives a written nettfreatton 


request from 5855S ef the nouseholdts +5 


request; or 


(b) The CWD is notified py SOSS of the 
household*s written request for _a hearings 
or , 

(cd SOSS_ receives the nouseholda's oral request: 


2632 Continued penefits shall _not_ be provided to the 
Nousehold prior ty to the first regular issuance 
date tmat when the housenold's benefits would nave 
been reduced or terminatede v waterever +3 tatery 
except for EW8s whten rave toeeat trratakes EWOS 
wrth toeat+ treake shatt+ prowide conttated penefrtes 
wteRtn these time frames from the date the 
Mousemhotd scomtts tts werttten request to the Ends 


Authority: welfare and Institutions Code Sections 10553 and 
10554. 
Reference: T CFR 2730e13(8)(3) (vide 
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Qiks of Administrative Law 
LEAVE BLANK 
AGENCY CONTACT PERSON AND POSITION TELEPHONE 
Andy Molina, Regulations Analyst 445-0313 


2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 


SECTIONS AMENDED 


Title: __._ Manual of Policies and Procedures (MPP) Sections: 42-675, 42-677, 42-680, 42-685 
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SECTIONS REPEALED 
42-691 


3. TYPE OF ORDER (CHECK ONE) 


Emergency se . 
[%] Regular [ ] (Attach Finding of Emergency) [ ] Certificate of Compliance 











Other Regulatory Actions: 


Procedural and Organizational — ‘ Authority and Reference 
[] Change [ ] Editorial Correction [] Citation Change 


4. 1S THIS ORDER A RESUBMITTAL OF A PREVIOUSLY DISAPPROVED OR WITHDRAWN REGULATION? 
No [ ] Yes, if yes give date of previous filing 
5. IS THIS FILING A RESULT OF THE AGENCY’S REVIEW OF EXISTING REGULATIONS? 


No [] Yes 


a ee ee ee eee 
6. IF THESE REGULATIONS REQUIRED PRIOR REVIEW AND APPROVAL BY ANY OF THE FOLLOWING AGENCIES, 
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State Fire Marshal Cl Building Standards Comm. Cl Fair Political Practices Comm. CJ Department of Finance 
(Attach Approval) (Attach Approval) (Include FPPC Approval Stamp) (Attach STD. Form 399) 
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SU ee 
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of State pursuant to Government Code Section 11346.2(d).) 


[] Request Attached 


d. [] Effective on____........_.__-—==s=———_s(Designate effective date later than 30 days after filing with the Secretary of 
State.) 
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Part 2. Provide the Administrative Code Title in which the regulation will appear and list each section number to be amended, adopted, or 
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Part 6. Certain regulatory activities must be reviewed and approved by other state agencies prior to submittal to OAL. Regulations subject to 
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a. Fire and panic safety regulations (Gov. Code Sec. 11342.3). 
b. Building standards as defined in Section 18969 of the Health and Safety Code (Gov. Code-Sec. 11343). 
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(1) Amend EAS Sections 42-675ele «2% 03% and e% to read: 


42-675 


INDIVIDUALS TO BE SERVteD BY THE SAU 42-675 


el General 


ell 


ele 


The SAU provides or arranges for supportive services to 
for WIN registrants and their families» when = such 
services are necessary to enable tne registrant to 


accept employment or participate in the WIN Programe 
Suoject to further Timitationsy registrants can ode: 


taye-lll AFSE apptresntses Certified or uncertified AFDC 


t{bee-ll2 Certified or uncertified AFDC recipientss 3; oF 


tE€F-e-113 Btseontinued Former AFDC recipients whe frematA 
tA EM Cempenents discontinued from aid gue to 
employmente 


Fhe vNIN Supportive services te be prevtded are these 
speetfred umder described in Section 42-6606 FaAese are 
provided either In two ways? the form _ot __staff 


tat Stsatf Servrees -- "ATE are these servrercs 

: provrded by the SAY workery StUEcH aS ECOUNSEtIAgt 
and 

tet ata Puorenased Servtecs -- eshte are those servrecs 


purehased ustAg AEN supportive servtees tundss 
aAHetRer 3A rAdtvtdeat ean reeetve FEA purehasea 
servtrees and the dturattron of any sveh sefvrees 
sepends wpoRt 


ti rnether Refshe ts an oprtresAt oF 
eeetrprents 


t24 Hhether Rexshe +5 Certrétred of aneertttredes 


o2 Staff Services 


21 


Staff services ure tnose services provided Dy tne SAU 
workere They anmctluge any of the services outlined in 
Section 42-680 as well as tne SAU staff tine Spent in 














222 


arranging for "tN purchased services or services to de 
provided from Ffttte XX or any other avattabte sourcese 


Staff services €an shall be previded made available to 


all registrants and their families. Fhts tnactades att 


appttreane registrantsy eerttfred and uneertrfred 
registrantsy and att registrants tA a HtH eomponent 
tparticipants}s Sucn services shall__also_ de _ made 


~3 wWEN Purchased Services 


031 


x32 


2333 





With pPurchased services are services arranged by the SAU 
workers but not actually provided by the SAU workere 
wi® oPurchased services are paid for from WIN supportive 
service fundse 


im erder te provide a3 HIN purehased Servtetw tt 15 
reavtred that the servtee be necessary to enaste a 
registrant to accept: and retain empteyment or trarntng 
for emptoyments , 


HEN vurenased serviees are not avattabte to apptireantss 


Hin purenased servtees are net avattavste te an 
uneertified registrant reetprents 


¥f a WIN purehased Servtee t5 NeEeSsory tA Order tO 
eomptete eertrfreattron and enabte the uneerttfted 
fegrstrant to aseeept empteyrernt oF tratarAayg for 
empteymenty the tadtvrduat must be eerttfred and then 
ahe servtee Erovideds 


€erttfred registrents between componentss 


wiN sPurchased services may be provided for up to two 
weeks to a registrant between participation mow 
components or between participation in eme a component 
ar__employment-related activities and the start of 


employment in order’ to avoid interruption of the’ 
employability processe 


Gertifted registrantsy unasstrgned to any components - 


WER Purchased services may be provided toe ceertitted 
regrstrants when required to enable the individual to 








2335 





All. recipients shall be certified before receiving 


WEN purehased serviees are avattatte to att eerttficd 
fregistrantseFRe duratton ef sueR pPurchased services +5 


23351 Individuals in WEN OUT Components: 


ta>} Neeessary .ntH purehased sServtees shatt 
eenttAue: -fer “the duratten of tre 
eompenentsy except fer WINSEdIFy WENSPSE 
eoempenentsy and suspense to ErtasGuty and 
ECE FASPSE eemponentsy and suspense to 
ECtta¢este and E=F4SPSEv even thoosA t8- 
AFCE ceneftres Rave See@A teentnetedis 


(ba) when a certified individual enters wtSSEIF 
an OQOJTw component WwtH/PSEw Ectas3stv of 


EctazvesSty necessary purchased susporttve 
services shall continue for 2a period of 30 
Gays after the start of sunNS1IGdiz2ed 
employments Discontinued  recivients shall 


be eligible only ifeven thoogh tne AFDC 
benefits have been termrnasteds 
discontinued due to employments 

(eb) When the SAU determines it 1S necessary to 
enable the registrant to remain in the OJT 
componente they Koy authorr+ze the 
continuation of such services may one 
guthorizegd for an agditional 60 daySe 


Or1scontinued recipients shall be  eliqible 


ee re re er es ee ee ee ee ee ee ae ee a eS ee 


233452 For eerttftred tindividuals who enter unsuosidized 
employment: 


(a) Necessary nth purchased services snall 
continue for 30 days to a certifiec 




















individual who enters - unmsudsidized 
employmente It is not required that the 
services be purchased from WIN supportive 
service funds if other sources are 
availablee howevere 


(b) WEN pPurchased services may continue for an 
additional 60 days at the discretion of the 
SAU when necessary to enadle the registrant 
to remain employede 


{c) Such services may continue even though the 
for discontinued recidients only if the 


2346 WIN pPurchased services for working registrantse 


23461 


23462 


«3463 


= 3464 


In special circumstancese working registrants who 
are not currently receiving WEN purchased 
servicesyv may be provided day care servicese Such 
services are limited as follows: 


(a) There has been a breakdown in day care gue 
to unforeseeable circumstancese Changes in 
day care arrangements which can be 
anticipatede such as the end of the school 
years are not considered exceatianal 
circumstances; and 


(b) Tne failure to provide the gay care would 
result in the loss of existing employment; 
and 

{c) Provision. of day care would enable the 


registrant to continue employment; and 


(d) The services are not avarlable on a timely 
basis from F+tte *X er any other sourcee 


Under special circumstances Wt purchased services - 
other than cay care may also be providede 


Provisicn of tne HER purchased services under this 
section is limited to a maximum of 30 JdaySe 


This service may not be used aS a means of 
automatically extending the usual duration of wtk 
purchased servicese 

















7345 £6 tre tndrviduat ts uneertifted «nen the need for 
eRe servree artsesr the SAv +5 t0 tATttate the 
eertiftreattone 


0&4 F+tte XX Servtees or Services From Other Sources 


41 At timese the registrant or a member of his/her family 
may require services which cannot be paid for from WIN 
supportive services funds or which cannot be provided by 
the SAU workere In such instancess the SAU worker 
should make every effort to arrange for such services to 
be provided from avattadte Fitte ** er other available 
service programse 


Authority: welfare and Institutions Code Sections 10553¢ 
10554% and 10604(b)-« 

Reference: welfare and Institutions Code Section 11300+ 42 
USE 602(a)(19)(G)(ii)s 45 CFR 224e22e 45 CFR 
2240309 and 45 CFR 22444le 




















(2) amend EAS Sections 42-677422 and 31 to read? 


42-5771 CERTIFICATIONS (Continued) 42-67TT 


o2 


Time of Certification (Continued) 


e22 All other applicant/recipient registrants: (Continued) 
Relationship of Certifications to the Provision of the 
Services 


e3l A EGerttifieattron tS Aot Feguired tA order’'to provide 
eeunseting or other services eatreetty provided by SAU 
staff te regrstrants tapetieants or reerptrents}=s Suen 
servtees ure eharcgeabte te Kin as SAU staff costss 


Herevery WEN puoremhased servtees may ASt Be prevtded te 
the registrant untess ne/sshe ts certified. 
t# wWtN purenased services are not avattabtev efforts 
sheutea te made te use other preograns sven as Frtte XxXw 
Any staff time necessary to arrange for such servrees 
are eRorgeapte to HEN as SAU staff Ccostss 


AULNoOrity: welfare and Institutions Cove Sections 10553. 


10354s and 10694(bD). 


Reference: Welfare and Institutions Coge Section 1L1L300"0 42 


USC 602(a)(1L9)(G)(1i)es 45 CFR 2246222 45 CFR 
224230 and 45 CFR 224e41e 











(3) 


el 


42 


el 


ie ere eet 


-580 


Ainend 
63 and 





EAS Sections 42-680e12 through e132 inclusive; -l62s 
el7lL to read: 


MANDATED SUPPORTIVE SERVICES (Continued) 42-6380 


Child Cay Care Services (Continued) 


ell 


el2 


«13 


Def initione Child day care 1s. the comprehensive and 
coordinated sets of activities providing direct care and 
protection of infantse preschool and school age children 
during a portion of a 24-hour day inside’ or outside of 
the child's own hnomee 


Child Day Care Standards 


Child day care arrangements provided tnrough WIN must 
meet the same standards as are required under Title *% 
22+ California Administrative Code (CAC)»+ Division ov 


Child Day Care Plans (Continued) 


A child day care plan is a written ayreement dDetween the 
SAUs che providere and the WIN eertrfred registrant 
which comprehensively describes for whon and under what 
specific circumstances child cay care will be providede 


Tnere must De a written plan tor eacn e€ertrfred 
registrant who receives WIN-funced co1rld day Caree This 
plan will anclude tne following informattron: 


ae The names addresse and case number of the WIN 
eerttrftred registrante 


De Case namey if different from tne abovee 
Ce Date the plan 1s initlatede 
de Nanee Dirthdaates ang sex of child(ren) for whom 


care is being provided. 


ee Tne component in wnich the registrant will 
participatee 


fe The duration of the conponent (beginning and 
ending dates)e 














216 


The type of care being provideds 1eCee IN-homMes 
family day cares group day career or day care 
center. 


Beginning and ending dates of provision of care. 


Number of hours of Career eeges 7230 aeme to 3:30 
PeMesv including normal transportation timee 


Total number of hours per weeke 
Name and address of providere 


Signatures of SAUs the e€erttftted registrants and 
the providere 


Rate of pay per hours week or monthe 


Conditions under which provider will be paid or 
not paid for apsencese 


The SAU signature on the child day care plan is. the 
instrument wnich authorizes expenditure of WIN child day 
care fundse A copy of the signed plan should ve sent to 
the IMUe 


e131 


e132 


Child 


«162 


The SAU should explain to registrants the type of 
day care availables the suitability of each type 
of care in relation to the needs of tne childrens 
tne importance of stability and continuity of 
cares the length of time wWIN-funded day care 
payments can continues and the avarladirlity of 
Frtte xx er other day care after WIN-funded care 
endgSe 


The e€ertrtred registrant snould be involved in tne 
development of a suitable day care plan wnich may 
include plans for emergency or interim care as 
well as for long-terms stable day caree 


Day Care Costs (Continued) 


All child day care costs for participants are paid 
from WIN child day care funds following tne 
limitations set forth in Section 42-6756334¢ Sucn 
costs shall be paid on the basis of a monthly 
claim suomitted by the eerttrftred registrant or by 
the provider to the county welfare departmente 
This claim shall pe signed by both tne ceertrttred 
registrant and the providere The payment snalt 
not exceed those agreed upon in the child day care 




















zt63 


0163 


ROOWVSES 


el? Child 


plan andes (upon receipt of the expense claim)s 
shall be adjusted to meet the actual allowable 
expense incurrede 


Eests of the transpertat+ten te and from day eare 
teeations of 2a efhttd of a certrfred regrstrant may 
be efarged to HIN manpower funds as part of the 
transportatron attewanee to and from tre 
emptoyment or tratratrags 


The Standard Training Relateg Expenses (TRE) paid 
by tne wWIN sponsor include the cost of 
transportation to-and-from day care locationse 


Care Provided by State Oepartment of Education 


Contract Centers (Continued) 


el7l 


Authority: 


Reference: 


WIN child day care funds are used to pay for WIN 
child(ren) care in SOE Contract Centers tnat meet 
Fttte %*X standards under Title 22+ California 


{commencing with Section 88001). 


Welfare and Institutions Code Sections 105536 
10554% and 10604(bD)e 


welfare anda Institutions Code Section L1307-% 
Section 2005(a)(7) of the Social Security Acts+ 42 
USC 1397d(a)(7)<« 42 USC oOO2(a) (LI) (LU) (tt ))e 45 CER 
224022 and 45 CFR 224.230. 


ROODozs ST 


i 











(4) Amend EAS Section 42-685e2 to read: 


42-685 SERVICE CASE RECORD DOCUMENTATION 42-6385 


The service case record should adequately reflect the following 
information: (Continued) 


2 If WEN purchased Services are provided: 


e21 That the individual is eitner an applicant or a 


e22 That for every certified reqistrant there is one a 
certification record (MA 5-96) which indicates the need 
for supportive servicese 


Autnority: Welfare and Institutions Code Sections 105536 
10554e and 10604(b). 


Reference: 42 USC 602(2)(19)(G)(ir)e 45 CFR 224622 and 45 CFR 
2440306 


10 











(5) Repeal EAS Section 42-691.43 and amend Section 42-691-44 to 


read: 


42-691 


SANCTIONS (Continued) 42-691 


«4 Duration of Ineligibility (Continued) 


tf the tndtviduat beeomes exenpt from WEN registratton 


«43 
regutrements whtte neysshe +5 dereygtstered and he/she 
requests retastatementy atd ean be frernstated srovided 
att otrer ettgiprtity factors sre mets 
°443 Upon the expiration of the sanction periods AFDC’ ean 
shall be restoreds if requestedy provided all 
eligibility requirements are mete 
Authority: welfare and Institutions Code Sections 10553, 
105549 and 10604(b)-. 
Reference: delfare and Institutions Code Section 11308% 45 


CFR 224e50 and 45 CFR 22425le 


Ll 
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GRD #783-47 


CERTIFICATE OF COMPLIANCE ~- Section 113460el(e)s Government Code 


The Department of Social Services hereby certifies that it has 
complied with tne provisions of Sections 1134664 througn 1134648 
inclusive of the Government Codes prior to adoption of the 
following emergency regulations which were filed with the 
Secretary of State on August 302 1984s and which became effective 
on August 31s 1984. 


Manual of Policy and Procedures» Division 639 Chapters 040+¢ 103+ 
4022 5019 5022 5032 504e 7020 80i*e and 805; Division 20 Chapter 
3003 Division 22 and Chapters OOls 2029 2104 220% 230+ and 240 
Sections: 


Amended Adopted Repealed 
63-103021(g) 63-040.1 - 5 63-402026 and 
63-402e21 - 2214 63-402022 - 0224 63-501e71 and 072 
2214 
63-501e7 63-501.9 63-502013 
63-502e15 - 0152 63-502013 — 0142 63-503244 (all) 
63-5032476 63-503044 (all) 63-801-(all) 
63-504e166(g) ande267(d) 63-70243 63-805el - 
63-7023 - 054 63-801(all) 63-80505 - 
63-B05e2 and e7 63-805e1 - 212 22-24023 
22-O0lads o5e eTs a8e 20-30001 — 053 

and e13 
22-003011 — 22-2106425 
22-20001 and e2 22-2400e11 and 15 


22-20lel - 03 
22-2020e1 ~- e3ll 
22-2100e1 — 0424 
22-22001 - 251 
22~-2300el - 2152 
22-2400e1 —- «3 














These regulations 








were presented at public hearing on May 16s 


1984. As a result of the public hearing the following sections 


have been changeds 


LINDA Se MCMAHON 
Director 


Amended 
63-04002-.3 
63-402 0214 
63-502414 
63-5032443(b) 
63-504.266(g) 
63-801le11 
63-801.213 
63-801e221 - 0224 
63-8010411 
63-801.413. 
63-8010441 
63-8016441(c) 
63-801.722 | 
63-801e722(a) (3) 
63-801283 : 
63-8012831 
63-80503 
20-300e21 
20-300.32 
20-300 034 














20-300 


el 


02 


INTENTIONAL PROGRAM VIOLATIONS IN THE 20-300 
FOOD STAMP PROGRAM 


Definition: Intentional Program Violation 


For 


the purpose of this sections an intentional Program 


violation applies to the Food Stamp Program and is defined as 
having intentionally: 


ell 


el2 


Made a false or misleading statements or misrepresented» 
concealeds or withheld factse or 


Committed any act which constitutes a violation of the 
Food Stamp Acts the Food Stamp Program regulationss or 
any state statute relating to the user presentations 
transfers acquisitions receipt or possession of food 
stamp coupons or ATPse 


County Responsibilities 


o2l 


oc2 


023 


Investigation and Referral. 


The CWO"s Special Investigations Unit (SIU) shall be 
responsible for investigating any case of alleged 
intentional Program violatione The SIU may confer with 
the local prosecuting authority in establishing criteria 
for prioritizing cases to ‘be assigned for investigation 
and prosecutione In those cases in which it appears that 
clear and convincing evidence exists to substantiate the 
allegation of intentional Program .violations the SIU 
shall file a request for a complaint with the 
prosecuting authority as provided in Section 20-007e3-~4 


Administrative Disqualification ‘Hearing a3 


Those cases in which the prosecuting authority has 
determined (a) that facts do not warrant prosecutions or 
(Db) those cases previously referred for prosecution and 
declinede snallt be returned to the CwD and the CwO snail 
initiate referral action for an administrative 
disqualification hearing through the SOSS in accordance 
with SDSS* Manual of Policies and Proceduress Division 
226 


The CWO shall not - initiate an administrative 
disqualification hearing against an accused individual 
whose case is currently being referred for prosecution 
or subsequent to any action taken against the accused 
individual by the prosecutor or court of the appropriate 
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jurisdictions if the factual issues of the case arise 
out of the same or related circumstancese 


Notification of Disqualification Action 


If the administrative disqualification hearing or the 
court finds that the household member committed 
intentional Program violations the CWD shall mail an 
administrative disqualification notices DFA 377e7A_ to 
the household member. Following an administrative 
hearings the notice shall be sent prior to the 
disqualification actione The notice shall inform the 
household member of the ‘decisions the reason for the 
decisions and the date the disqualification will take 
effect. The notice shall also advise the remaining 
household members of the allotment that they wit! 
receive during the disqualification periods or that they 
may reapply after the disqualification period.endse If 
the individual is no longer participatings the notice 
shall inform the individual that the period of 
disqualification will be deferred until the individual 
applies and is determined eligible for benefits. In 
additions the CWD shall send the household a Repayment 
Notice (DFA 37747B) and a Repayment Agreement {DFA 
377e7C) for restitution as specified in SOSS* Manual of 
Policies and Procedurese Division 63+ Section 63-801.43-6 
The procedures for handling the income and resources of 
the disqualified member shall be in accordance with 
regulations in SDSS* Manual of Policies and Procedurese 
Division 63¢e Section 63-503«5%e_ . 


e3 Disqualification Penalties 


031 


032 


Individuals found to have committed an intentional 
Program violation either through an administrative 
disqualification hearing or by a court of appropriate 
jurisdiction shall be ineligible to participate in the 
Food Stamp Program as follows: 


ae Six months for the first violatione 
De Twelve months for the second violatione 
Co Permanently for the third violations 


The disqualification penalties shall apply only to 
individuals disqualified for acts of intentional Program 
violation which occurred during a certification period 
after the household has been notified by the CWD of the 
new disqualification penalties. If the act of 
intentional Program violation which ted to the 
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233 


034 


035 


«36 


037 


039 


Time 


o41 


disqualification occurred prior to April 1+ 1984 or 
prior to the household’s notification of the 
disqualification penaltiess the individual(s) shall be 
disqualified in accordance with the Food Stamp Program's 
disqualification penalty regulations in effect at the 
time of the individual's offense. 


Qne or more intentional Program violations which 
occurred prior to the implementation of these penalties 
shal} be considered as only one previous 


disqualification when determining the penalty to imposee 


The CWD shall disqualify only the individual(s) found to 
have committed the intentional Program violation and not 
the entire household. 


Once a disqualification penalty has been imposed against 
a currently participating household members the period 
of disqualification shatl continue uninterrupted until 
completeds regardless of the eligidility of the 
disqualified member*s householde 


If the individual is not eligible for the Food Stamp 
Program at the time the disqualification period is to 
begins the period shall be postponed until the person 
applies for and is determined eligible for benefitse 


The disqualification of an individual for intentional 
Progran violation in one political jurisdiction shall be 
valid in anothere “4 


The same act of intentional Program violation repeated 
over a period of time shall not be separated so that 
separate penalties can be imposede ; 

If the accused household member is found guilty of an 
intentional Program violation by the courts and the 
court fails to impose a disqualification penalty» the 
county shali impose a disqualification period in 
accordance with the penalties specified in this sections 
unless contrary to the court orders. 


Frames for Imposition of Disqualification Penalties 
By Administrative Disqualification Hearing 


If the hearing authority rules that the household member 
has committed an intentional Program violations the CwWD 
shall disqualify the household member beginning with the 
first month following the date the nousehnold member 
receives the DFA 377Te7TA. 
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042 





e4ll Five days from the date the notice is mailed shall 
' pe considered sufficient time for the written 
notice to have been received by the households 
provided it has not been returned as undeliverable 

by the’ post officee 


By Court Order 


If disqualification is ordered by a court of appropriate 
jurisdictione but the date for initiating the 
disqualification period is not specifieds the CwWD shall 
initiate the disquatification within 45 days of the date 
the disqualification was orderede 


Reporting Requirements 


051 


052 


The CWO shall report to FNS information concerning 
individuals disqualified for intentional Program 
violations within 30 days of the date the 
disqualification took effects or would have taken effect 
for a currently ineligible individual whose 
disqualification is pending future eligibdilitye This 
information shall be reported on the Disquatified 
Recipient Report (FNS 524). ; 


The CWD shall establish and maintain a food stamp 
disqualification file containing all information 
received from SDSS concerning individuals who have been 
disqualified in that county or in another political 
jurisdictione Such information shall be made 
immediately available to food stamp eligibility staff 
for the following purposes: 


521 To determine eligibility of individual Food Stamp 
Program applicants prior to food stamp 
certification in cases where a welfare agency has 
reason to believe a household member is subject to 
disqualification in another jurisdictione 


e522 To ascertain the appropriate penalty to impose 
based on past disqualification in a case under 
consideratione 


CwWOs shal? submit revisions to original disqualification 
reports in the following situations: 


ae On those cases where the disqualification was 
pending future eligibilitye and the . individual 
once again becomes eligible and the 


disqualification penalty is imposede 
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Autnority: 


Reference: 





In cases where the disqualification is reversed by 
a court of appropriate jurisdictione 7 


Welfare and. Institutions Code Sections 10553 and 
189046 


Welfare and Institutions Code Section 18901l+ 7 CFR 
Section 273<16(a)e (b)>» {c)e* (@)9 and {(i)+ and 7 
CFR Section 272e1(g)-« 











22-001 DEFINITIONS (Continued) 22-001 


o4 


5 


Authorized Representative - An individual or organization 
that has been authorized by the claimant pursuant to Sections 
22-010 and 22-101 to act for and represent the claimant in 
any and allt aspects of the state hearing or administrative 
disqualification hearinge If the claimant has designated an 
authorized representatives any references to claimant shall 
also apply to the authorized representative unless otherwise 
Statede Tne claimant need not designate an -authorized 
representatives and may represent him/herself at all stages 
of the hearing processe (Also’ see Sections 22-010 and 
22-101e) . 


Chief Referee - The person designated and employed by the 
Director of the Department of Social Services and charged 
with the agministration of state hearings and administrative 
Gisqualification hearings. 


22-001 DEFINITIONS (Continuec) 22-001 


oT 


8 


County or CWD - For purposes of this divisione “county” or 
"CWD" generally refers to the county welfare department. Any 
references to “county” or "CWO" howevers may also refer to 
any agency or contractar whose actions may be subject toa 
State hearing. 

County or CWO Representative ~- An employee who is assigned 
the major responsibility for preparing and/or presenting a 
hearing case on behalf of the CwOde (See Section 22-O023el2<) 


22-001 DEFINITIONS (Continued) 22-001 


e13 Hearing Officer - A person designated by the Oirector and 


thereafter assigned by the Chief Referee to conduct state 
hearings and administrative disqualification hearings and 
Propose decisionse , 


Authority: welfare and Institutions Code Sections 10553 and 


18904.6 


Reference: welfare and Institutions Code Sections 1l18901le 


18904+ and 7 CFR Sections 273e16(a) and (e)e. 











22-003 





RIGHT TO STATE HEARING ~ 22-003 


el (Continued) 


ell There is no right to a state hearing regarding a food 
stamp administrative disqualifications unless the issue 
is the CwDO*s method of implementing a food stamp 
administrative disqualification hearing decision (See 
Division 22+ Chapter 22-200» Division 20s Chapter 

20-300+ and Division 63,5 Chapter 63-805). 
Authority: Welfare and Institutions Code Sections 10553 and 

189046 . 

Reference: ° Welfare and Institutions Code Sections 1890le 


18904* 7 CFR 2736«e16(a)e and (e)~- 

















22-200 ADMINISTRATIVE DISQUALIFICATION 22-200 


el 


o2 


HEARINGS —- GENERAL 


‘The regulations in this chapter shall apply to hearings 


resulting from i a CwWO*s determinations supported by 
documentatione that a food stamp administrative 
disqualification for an intentional Program violation is 
appropriate and in accordance with SOSS* Manual of Policies 
and Procedurese Division 20+ Chapter 20-300. 


Administrative disqualification hearings are distinct from 
State hearings discussed in Chapter 22-000- 


Authority: Welfare and Institutions Code Sections 10553 and 


18904 


Reference: ' Welfare and Institutions Code Section 18902 and 7 


CFR 273416(e)e 

















22-201 GENERAL PROVISIONS _* 22-201 


el 


o2 


03 


An administrative disqualification hearing. shall be initiated 
when a CwWD informs the Office of the Chief Referee that clear 
and convincing documented evidence in ‘the CwO's possession 
indicates that an administrative disqualification is 
appropriatee 


ell The Department shall then. assume responsibility for the 
overall administration of the disqualification hearing 
process and the conduct of eacn hearings 


el2 The CwD shall remain responsible for: 


el2dl Investigating the . case .and assisting tne 
respondent prior to the hearing; 


e122 Presenting the CwDO's position during the hearing; 
and 


e123 Complying with the hearing decisione 
Definitions 


(a) The definitions in Section 22-001 shall apply to this 
chapter e The following additional definitionss in 
alphabetical ordere shal! apply wherever the terms are 
used in this chapter: 

(1) Administrative Disqualification Oecision -— Means 
the written decision issued by the Hearing Officer 
after an administrative disqualification hearinge 


(2) Notice of Hearing - Means the notification sent to 
the respondent and the CwD by the Department which 
initiates an administrative disqualification 
hearing (see Section 22-202¢3)-. 


(3) Respondent - Means the household member(s) who the 
CwOd has determined may be sub ject to 
administrative disqualificatione To the extent 
the provisions of Chapter 22-000 relating to state 
hearings apply to administrative disqualification 
hearingse all references to “claimant™ in = such 
regulations shat} be deemed to refer to 
"respondent" for purposes of the administrative 
disqualification hearinge : 


Procedures Governing State Hearings Also Applicable to 
Administrative Disqualification Hearings 








(a) The 





following provisions of Chapter 22-000 shall be 


applicabte to administrative disqualification hearings: 


ath) 
(2) 
(3) 
(4) 


(5) 


(6) 
(7) 
(8) 
(9) 
(10) 
(11) 
(12) 


(13) 


Authority: 


Reference: 


Section 22-002 relating to determination of time 
Vimits’ 


Section 22-010 relating to authorized 
reoresentatives; 


Section 22-023612 relating to assignment of county - 
representatives; : 


Section 22-023e2 relating to duties of county 
representatives prior to and at the hearing; 


Section 22-025 relating to situations where the 
hearing is held in a county other than the 
responsidle-county3 


Section 22-045el and e2 relating to the time and 
place of the hearing; 


Section 22-049 relating to general rules and 
procedures at the hearing; 


Section 22-050 relating to evidence; 


Section 22-051 relating to the examination of 
records and issuance of subpoenas; 


Section (22-052 relating to witness fees and 
mileage; 


Section 22-0532 relating to -continuances' for 
additional evidence; . % 


Section 22-055 relating to disqualification of 
hearing officers; - 


Section 22-059 relating to communications after 
the hearing. 


Welfare and Institutions Code Sections 10553 and 
18904. 


Welfare and Institutions Code Sections 10950 and 
18904- and 7 CFR 2736e16{c) and (e)e 
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22-202 NOTICE OF ADMINISTRATIVE DISQUALIFICATION 22-202 


el 


2 


<3 


HEARING 


wnen the CWO determiness based on clear and convincing 


evidence, that a household member(s) is subdject to 
disqualification from the Food Stamp Program because of a 
suspected intentional Program violation and believes the 
household member(s) should be disqualified in accordance with 
Division 20% Chapter 20-300 the CwWD shall: 


ell Notify the Chief Referee in writing: and» 


el2 Request that an administrative disqualification hearing 
be scheduled. . 


el2l The notification shall set forth the charges 
against the respondent and contain a summary of 
the evidencee 


Upon receipt of the notification described in Section 
22-202els the Chief Referee shall either: 


e21 Schedute an administrative disqualification hearinge 

e22 Refer the notification to the Department for reviewe 
e221 If the Department determines that there is 
insufficient evidence described to support the 


chargese the CwD shall be so notifiede 


e222 If the Oepartment determines that there is 


sufficient evidences it shall return the 
notification to the Chief Referee and the Chief 
Referee shall schedule an- administrative 


disqualification hearing. 
Notice of Hearing 


31 The Cnief Referee shall provide written notice to the 
respondents with a copy to the CWO at least 30 days in 
advance of the date of the hearing or of a consolidated 
near inge 


e311 The notice shall ode mailed “Certified Mail - 
Return Receipt Requested” and shall contains at a 


minimum: 
(a) The dates times and place of the hearing 
and a notice that the respondent is 


entitled to a postponement of the scheduled 
hearing for up to 30 days provided that the 


ll 

















(D) 


(c) 


(d) 


(e) 


(f) 


(9) 


(hn) 


request for postponement is made at least 
10 days in advance of the date of the 


scheduled hearinge 
"The charges against the respondente 


_.A summary of the evidences and how and 


where the evidence can be examinede 


A warning that the decision will be based 
solely on information provided by the CwD 
if the respondent fails to appear at the 
hearinge : 


A warning that an individual found to have 
committed an intentional Program violation 
shall be ineligible to participate in the 


Food Stamp Program for six months for the 


first violations 12 months for the second 
violations and permanently: for the’ third 
violation and a statement of which penalty 
the CWO believes is applicable to the 
respondent*s cases 


A listing of the respondent's rights as 
contained in Section 22-049<7. 


A statement that the _hearing does not 
preclude the Countys State or Federal 
government from prosecuting the respondent 
for the intentional Program violation in a 
Civil or criminal court actions or from 
collecting an overissuance related to the 
alleged intentional Program violatione 

A statement that the respondent can cali 
the CWD to get the name and phone number 
(if available) of someone who can give free 
legal advicee If free legal advice is not 
available» the CwoO shall provide when 
callede the pnone = number of a lawyer 
referral service or the local bar 
associatione 


A copy of this chapter and the applicable 
provisions of Chapter 22-000 
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Authority: 


Reference: 


welfare and 
189046 


Institutions Code Sections 10553 and 


welfare and Institutions Code Section 18901 and 7 
CFR 273e16(e)-~ 
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22-210 HEARING PROCEDURE - 22-210 


el 


2 


03 


cis 


The hearing shall be conducted pursuant to the apalicable 
provisions of Chapter 22-000. 


ell The hearing officer shall advise the respondent that 
he/she may refuse to answer questions during the 
hearinge 


Postponements 


At the request of the respondents the hearing may be 
postpqned for a total period of up to 30 days provided. that 
the request for postponement is made at least 10 days in 
advance of the date of the scheduled hearinge 


e21l Tre time limit for rendering. a decision-:on the hearing 


may be ‘extended for the length of time the hearing is 
. postponede 


Cancellation of Hearing 


If after a hearing has been schedulede the CwWD finds that 
further evidence indicates that an administrative 
disqualification is no longer appropriates it shall notify 
the Chief Referee. 


«31 The Chief Referee shall then notify the respondent and 
the CwO that the administrative disqualification hearing 
is cancelled. 


Respondent Fails to Attend Hearing 


41 If the respondent cannot be located or fails to appear 
at a hearinge the hearing shall be conducted in the 
absence of the respondente 


e411 The hearing officer shall review the evidence 
presented by the county and prepare a decision 
based upon that evidences 


e42 «If the respondent establishes good cause for failure to 
attend the hearinge a new hearing shal! be schedulede 


«421 The criteria for good cause shall be the criteria 
set forth in Section 22-0534l4. 


e422 The respondent shall estaodlisnh good cause for 


failure to attend tne hearing no tater than 10 
days after receiving the nearing decisione 
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0423 


3424 


2425 


Authority: 


Reference: 





The respondent shall establish good cause Dy 
contacting the Chief Referee dy letter or by 
telephonee 


(a) ‘Tne Chief Referee shall nave authority to 
require that the respondent submit 
- verification of good causee 


The respondent and the CWD shall be notified in 
writing of the good cause determination and the 
determination shall be placed into the hearing 
recorde 


If good cause is establisnedse the nearing decision 
shall nave no affect on the respondent's StatuSse 
Nor shall it affect the household*s continuing 
benefite except as provided in Section 63-805e2e 


(a) Pending the rehearing decisions any 
benefits lost to the hnousehold as a result 
of the rescinded decision shall be restored 
in accordance with Section 63-802eL-. 


Welfare and Institutions Code Sections 10553 and 
18904. : _ 
Welfare and Institutions Code Sections 18901 and 
18902¢ and T CFR 273416(e)(2) (iv) and 7 CFR 
273016(2) (3) (E)e . 


LS 











(22-220 HEARING DECISION . 22-220 


el After the hearing has been closed» the hearing officer shall 
prepare a written decisione 
e2 The decision shall include: 
e2l A Statement of factse 
e22 The statutes and regulations involvede 
«23 The reasoning which supports’ the decision. 
- e246 Responses to arguments raised by the respondente 
e3 Any determination of an intentional Program violation which 
is made in such. .a.decision .shall-be :based upon clear and 
convincing evidencee 
e4 The hearing officer*s proposed decision shall be subject to 
the review of the Chief Referee and the Director. j 
e41 The Chief Referee or Director shall nave the authority 
to reject the proposed decision of the hearing officer 
and prepare a separate decision based upon the record in 
the case or to order an additional hearinge 
e42 Any such decision shall be subject to the provisions of 
Section 22-220e26< . a4 
°5 A copy of the hearing decision shall be mailed to the 
respondent and to the CwDde 
-51 If the decision is adverse to the respondente ~ the 
decision shall notify the respondent of the right to 
judicial reviews and shall advise tne respondent thats 
if the court decides the case in his/her favors he/she 
shall be entitled to reasonable attorney'’s fees and the 
cost of Suite 
Authority: Welfare and Institutions Code Sections 10553 and 
18904. 
Reference: Welfare and Institutions Code Sections 10958 and 


189045 and 7 CFR 27341L6(e)~< 
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22-230 





DISPOSITION OF ADMINISTRATIVE © 22-230 
DISQUALIFICATION HEARINGS 


el All administrative disqualification nearing decisions shall 
be mailed within 90 days of the date of the notice of hearing 
described in Section 22-202<3- 


ell 


o1l2 


o13- 


If the decision results in upholding the 
disqualification of the respondents the CwD shall 
initiate the administrative action in accordance with 
SOSS* Manual of Policies and Proceduress Division 20+ 
Chapter 20-3004 ; 


If the hearing is postponed (see Section 22-210e2)s the 
90-day period. shall be extended by the period of time 
that the case is postponed. 


If a mew hearing is scheduled pursuant to Section 
22-2100e422 3a new 90-day period shall commence’ from the 
date the respondent and CwO are notified of the new 
nearinge 


If a hearing is continued or postponed» (see Section 
22-053) the respondent shall be given a written notice 
that explains that the time limit for rendering a 
decision will be extended by the same number of days a 
the hearing is postponed or continued. : 


An administrative disqualification .decision is not 
sub ject to the provisions of Section 22-065~- 


el5l There is no right to a rehearing regarding a 
finding of intentional Program violatione 

el52 A decision finding intentional Program violation 
shall inform the respondent concerning the right 
to judicial reviews e © 


Authority: Welfare and Institutions Coce Sections 1210553 and 


18904. 


Reference: welfare and Institutions Code Sections 18901 and 


189049 and 7 CFR 273«16(e)-< 
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22-240 CONSOLIDATION GF ADMINISTRATIVE . 22-240 


el 


e2 


03 


DISQUALIFICATION HEARING WITH A STATE HEARING 


At his/ner discretion or upon the request of the respondent 
or the CWDe the Chief Referee shall have the authority to. 
consolidate requests for a state hearing with an 
administrative disqualification hearinge 


ell If the factual issues arise out of the same» or related 
circumstances and the household receives prior notice 
(as required in Section 22-20223) then the hearings will 
be combined. Howevers the respondente upon request» 
shall be allowed to waive the 30-day advance notice when 
the hearing requests are consolidated. 


el2 In sucn casess although only one actual hearing may be 
heldse the procedures governing the administrative 
disqualification hearing aspect of the case and the 
state nearing aspect shall be separately igentified and 
followede 


0e13 The nearing officer shall have the authority to: 


el3l Sever the proceedings and hold eacn hearing 
separately. 


e132 Postpone or continue the state hearing and not 
postpone or continue the administrative 
disqualification hearing or vice versae 

0e14 If astate hearing case is consolidated under this 
sectione the time limits for its dispositions shall be 
the same as for the administrative disqualification 
nearings (see Section 22-230) : 

15 «If a State hearing case is consolidated under this 
sections for the purpose of settling the amount of the 
claim at the same time as determining whether or not an 
intentional Program violation has occurrede the 
respondent shall lose the rignt to a subsequent state 
hearing on tne amount of the claime 


A pending administrative disqualification hearing shall not 
affect the individual*’s or housenhold*s right to be certified 
or to participate in the Food Stamp Programe 


In the Food Stamp Programs when the determination of 
intentional Program violation is reversed by the - courts the 
CwO shall reinstate the individual if the household is 
eligible in accordance with procedures in SDSS* Manual of 
Policies and Procedurese Division 63% Section 63-d05e2- 


18 

















Authority: Welfare and Institutions Code Sections 10553 and 
18904. 


Reference: Welfare and Institutions Code Sections 18901» 
; 18902+ and 18904*e and 7 CFR Section 273416(e)-« 
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63-040 IMPLEMENTATION OF DISQUALIFICATION PENALITIES 63-040 
OVERISSUANCE RECOVERIES 


Sections 63-1030 63-4025 63-501+ 63-502¢ 63-503" 63-504%+s 63-702 
and 63-805 and Division 22+ Chapters 22~-200¢e 22-201s 22-202+5 
22-2109 22-2206 22-2300 and 22-240 as amendede and Sections. 
63-5020e13 and 0142 63-50304%4s 63~80l*e 63-8051 and Division 205 
Chapter 300 as adopted hereine shall become effective April le 
1984 and implemented as follows. 


el Effective April ls 1984e the revised and newly adopted 
provisions shall be ‘applied to all new applicationse 


e2 Currently certified cases shall be converted to the revised 
and newly adopted provisions on handling the income and 
resources of individuals disqualified for intentional Program 
violationss and recovery of household overissuance claims by 
the time of recertificatione If the Cwod has enough 
information in the case file that will not require the 
household to appear to obtain further informations the CwD 
may convert prior to the recertification period. 


e3 The provisions in Division 202 Chapter 20-300+ ‘and Section 
63-805el on Program disqualification for intentional Program 
violations shall be applied to certified households from the 
effective date of these regulationse The disqualification 
penalties shall apply only to individuals for acts of 
intentional Program violation which occurred after the 
household has been notified of. the new disqualification 
penaltiese : 


«4 The reporting requirements in Division 20s Section 20-300<65 
shall become effective April ls 1984e CwWOs-.shall by no later 
tnan June le 19849 report to Food and ‘Nutrition 
Service/western Regional Office information required to 
comptete the Disqualified Recipient Report Form (FNS 524) for 
individuals disqualified by an Administrative 
Disqualification hearing or a court of  approoriate 
jurisdiction under the fraud disqualification regulations in 
effect prior to the effective date of these regulationse 


25 The submission requirements for Form OFA 209% Status of 
Claims Against Householtdse as provided in Section 63-801.82 
shall be implemented beginning with the end of the April-June 
30° 1984 quartere 
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Authority: 


Reference: 





Welfare and Institutions Code Sections 
18302¢ and 18904. 


welfare and Institutions Code Section 
Government Code Section 11346el(d)s and. 
2T2aele . é 





10553 


18904 


7 


CFR. 
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63-103 AUMINISTRATIVE AUTHORITIES (Continued) ; 63-103 


02 State Agency Delegations to County Agencies (Continued) 


e21 (Continued) 


ge 


Authority: 


Reference: 


Determining the amount ofs and Settings adjustings 
compromisings or denying atl or part of any 
nouseholtd overissuance claim which results from 
intentional Program violations inadvertent 
household or CwO administrative errors subject to 
the standards in Section 63-801. 


welfare and Institutions Code Section 10553: and 
18904. ‘ 


Welfare and Institutions Code Section 18902 and 7 
CFR 2730elbe. 
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63-402 





HOUSEHOLD CONCEPT (Continued) . 63-402 


o2 Nonhousehold and Excluded Household Members 


e2l 





Nonhousehold Members 


The following individuals residing with a household 
shall be considered nonhousehold members in determining 
the nousehold's eligibility or altlotmente Their income 
and resources shall not be considered available to the 


‘household except as otherwise provided in Section 


63-503 -45-~e Nonhouseholtd - members who are otherwise 
eligible may participate in the Food Stamp Program as 
separate householdse 


e211 Roomers 


Individuals to whom a household furnishes lodgings 
but not mealses for compensatione 


e212 Live-in Attendants 


Individuals who reside with a household to provide 
medicals nousekeepings child cares or other 
similar personal servicese 


e2i3 SSI Recipients 

No person receiving . ‘Supplemental Security 
Income/State Supplementary Program (SSI/SSP) 
payments is eligible to receive food stamp 
benefitse Under the provisions of PL 95-458: 1) 
most California SSI/SSP recipients receive as part 
of their SSI/SSP benefit a cash amount in liew of . 
food stamp benefits; 2) all SSI/SSP recipients in 
California are ineligible to receive food stampse 
A person must actually. receives not merely have 
applied fors SSI/SSP benefits to be determined 
ineligible for the Food Stamp Programe If the CwDd 
provides payments at least equal to the level of 
SSI/SSP benefits to persons who have been 
determined eligible for SSI/SSP awaiting receipt 
of SSI/SSP benefits» receipt of these subdstitute 
payments will terminate Food Stamp Program 
eligibilitye Once receiving SSI/SSP benefitss the 
person will remain inetigible for food stamp 
benefits until actuaily terminated . from the 
SSI/SSP Program; periods of nonreceipt or 
suspension of SSI/SSP payments do not restore food 
Stamp eligibilitye 
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e214 Students 


Persons enrolled in an institution of higher 
education who are ineligible because they fail to. 
meet the eligibility criteria set forth in Section 
63-406026 


e215 Others 


Other individuals who share living quarters with 
the household but who do not customarily purchase 
food and prepare meals with the householde For 
examples if the applicant household shares living 
quarters with another family to save on rent but 
does not purchase and prepare food together with 
that familys the members of the other family are 
not members of the applicant householde Ailsoe an 
individual or family whichs because of a.temporary 
Toss of incomes was forced to move into the home 
of friends or relativese Under such 
circumstancese that person or family which 
customarily purchases food and prepares meals 
separatelys from the household that took them in 
could apply as a separate nhouseholde 


_ Excluded Household Members 


The following individuals residing with a household 
shall be excluded from the household when determining 
the household*s size for the -purpose of assigning a 
monthly allotment to the household or of comparing the 
househotd*’s monthly income with the income eligibility 


standards. However e the income’ and resources) of 
excluded househotd member(s) shall be considered 
available to the remaining household members ~- in 


accordance with Section 63-503244. Excluded household 
members shall not part ierpeed: in the Food Stamp Program 
as separate householdse 
e221 Ineligible Aliens 


Individuals who do not meet the citizenship or 
eligible alien status in Section 63-4036 


e222 SSN Disqualified 
Individuals disqualified for refusal or failures 
without good causes to provide or obtain an SSN as- 


required in Section 63-404e4e 


e223) «Intentional Program Violation Disqualified 
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Authority: 


Reference: 


Individuals disqualified for committing act(s) of 
intentional Program violations as set forth in 


Section 63-8056 


Workfare Sanctioned 


Individuals sanctioned by a CwDd while a 
participating member of a household disqualified 
for failure to comply with the CWD"'s wWorkfare 
Program requirements. 


Welfare and Institutions Code Sections 10553 and 
18904. 


vdel.fare and Institutions Code Section 18901 and 7 


CFR Sections 2730e1(D)s 273Z0elL1L(c)s 273e22( fF) (6) (i)>s 
27308(j)* and 273016(dD)~ 
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63-501 RESOURCE DETERMINATIONS (Continued) — 63-501 


Resources of Nonhousehold Members 


ot 
The resources of nonhousehold memberse as defined in Section 
63-402e2le shall not be counted as available to the 
householde 
63-501 RESOURCE DETERMINATIGNS (Continued) : ' 3-501 
«9 Resources of Excluded Household Members 
The resources of excluded nousehold -membersse as .defined in 
Section 63-402e22% and as provided in Section 63-503244 shall 
be counted as available to the remaining household memberse 
Authority: Welfare and Institutions Code Sections 10553 and 
18904. 


Reference: welfare and Institutions Code Section 18901 and’ 7 


CFR Section 27348(j)- 
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63-502 INCOMEs EXCLUSIONS AND DEDUCTIONS (Continued) 63-502 


el Income Definition (Continued) 


el3 The earned “or unearned. income of the following 
individuals shall be counted in its entirety as income 
to the remaining household memberse 


e131 Individuals ‘disqualified from . household 
participation for committing intentional Program 
violations as provided in SOSS* Manual of Policies 
and Procedures Division 20+ Chapter 20-300.. 


0132 Individuals sanctioned. by a CwDd while a 
participating member of a household disqualified 
for failure to comply with the CWO"s workfare 
Program requirements. 


el4 The’ earned or unearned income of the following 
disqualified individuals shall pe counted as income to 
the remaining household members» less a pro rata share 
for each disqualified and/or ineligible individual. 
Procedures for calculating this pro rata share shall be 
in accordance with Section 63-503-442~6 


e141 Individuals disqualified © from households for 
failing to comply: with the SSN requirements in 
accordance with Section 63-4044. 





0142 Individuals disqualified from households for being 
an ineligible alien in accordance with Section 
63-4032 


015 Income shall not include the following: ; a 


'elS5l Monies withheld from an assistance payments earned 
| incomes or other income sources or monies received 
: : from any income source which are voluntarily or 
| involuntarily returneds to repay a prior 
| overpayment received from that income’ sources 
| provided that the overpayment was not excludable 
| : under Section 63-5022 


e152 Child support payments received by AFDC recipients 
which must be transferred to the agency 
administering Title IV-D of the Social Security 
Acts as amended» to maintain AFDC eligibilitye 
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Authority: 


Reference: 


Welfare and Institutions Code Sections - 18904 and 


105536 


Welfare and Institutions Code 
CFRe Section 273eLll{c) 


Section 18901 and 7 
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DETERMINING HOUSEHOLD ELIGIBILITY 63-503 
AND BENEFIT LEVELS (Continued) 


e% Households with Special Circumstances (Continued) 


344 


Treatment of Income and Resources of Excluded Members 


During the period of time that excluded household 
memberS»e aS specified in Sections 63-402e221+ 222+ 
e223% and e224 are ineligible to participater the 
eligibility and obdenefit of any remaining. household 
members shall be determined in accordance with Sections 
63-5030441 04429 and 0443+ 


°441 Members Excluded for Intentional Program Violation 
Disqualification or wWorkfare Sanction 


The eligibility and allotment of any remaining 
household members of a household containing 
individuals excluded because of disqualification 
for intentional Program violation or imposition of 
a sanction while they were residing in a Workfare 
Program project area and participating as a member 
of a household disqualified for failure to comply 
with the workfare requirements» shall be 
determined as follows: 


(a) Incomes Resourcesy and Deductible Expenses 


The income and resources of the excluded 
household member(s) shall continue to be 
counted in their entiretys and the entire 
household's allowabte earned incomes 
Standards medicals dependent caree and. 
excess shelter deductions shall continue to. 
apply to the remaining household memberse 


(dD) Eligibility and Benefit Level 
Tne excluded memper shall not be included 
when determining the household's size for 


the purposes of: 


(1). Assigning a monthly allotment to the 
househotd; 


(2) Comparing the household*s monthly 


income with the income eligibility 
standards; or 
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{3) Comparing the household*s resources 
with the resource eligibility limits. | 
The CcwO shall ensure that no 
household'*s coupon allotment is 
increased as a result of the 
exclusion of one or more household 
memberSe 


Members Excluded for Other Causes 


The eligibility and monthly atlotment of any 
remaining household members of a household 
containing individuals excluded for being. 
ineligible aliens or because of disqualification 
for refusal or failure without good cause to 
obtain or provide an SSN shalt be determined as 
follows: 


(a) Resources 


The resources of such excluded members 
shall continue to count in their entirety 
to the remaining household memberse 


(b) Income 


A pro rata share of the income of = such 
excluded members shall be counted as income 
to the remaining memberse This pro rata 
share is calculated by first subtracting 
tne allowable exclusions from the excluded 
member*s income and dividing the remaining 
income evenly among the household members, 
including the excluded memberse Alls but 
the excluded members* share is counted as 
income for the remaining household memberse 


(c) Deductible Expenses 


Tne earned income deduction shall apply to 
the prorated income earned by such excluded 
members which is attributed to the 
household. That portion of the household's 
altowable shelter and dependent care 
expenses which are either paid by or billed 
to the exctuded members shall be divided 
evenly among the household*s members 
including the excluded memberse At} but 
the excluded members* share is counted as a 
deductible shelter expense for the 
remaining household memberse Proration of 
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utility expenses shall be applied when 
actual amounts are claimede The standard 
utility atlowance (SUA) shall! aiso be 
prorateds. if the household is using the 
“SUAs (See Section 63-502<361-) 


{d) Eligibility and Benefit Level 


Such excluded members shall not be included 
when determining their households’ = sizes 
-for the purposes of: 


(1) Assigning: a benefit. level to the 
household; 


(2) Comparing the nousehold*s monthly 
income with the income eligibility 
standards; or 


(3) Comparing the household*s resources 
with the resource eligibility limits. 


Reduction or Termination of Benefits Within the 
Certification Period 


Whenever an individual is excluded within the 
nousehold*s certification periods the CWO shall 
determine the eligibility or ineligibility of the 
remaining household memberse ~ 


(a) Members Excluded for Intentional Program 
Violation Disqualification 


If a household’s allotment is reduced or 
terminated within the certification period 
because one of itS members was excluded 
because of disqualification for intentional 
Program violatione the CWD shall! notify the 
remaining members of their eligibility and 
monthly allotment at the same time the 
excluded member is notified of his or her 
disqualificatione The thhousehold is not 
entitled to a timely notice but may request 
a state hearing to contest the reduction or 
termination of benefitse untess the 
household has already had a state hearing 
on the amount of the claim as a result of 


consolidation of the administrative 
disqualification hearing with the state 
hearinge 
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Authority: 


Reference: 


(Db) Members Excluded for Other Causes 
If a household’s allotment is reduced or 
terminated within the certification period 
‘because one or more of its members is an 
ineligible alien or was sanctioned while 
they were participating as a household 
member in a Workfare Program project area 
and the household was disqualified for 
failure to comply with the workfare Program 
requirementss or was disqualified for 
refusal or for failure without good cause 
to obtain or provide an SSNs the CwO shall 
issue a notice of change (DFA 377e4)s in 


accordance with Section 63-504e267(d) which. 


shall inform the household of the 
exclusions the reason for the exclusions 
the eligibility.vand. -monthly allotment of 
the remaining members and the actions the 
household must take to end the 
disqualification. 


Welfare and Institutions Code Sections 10553 and 
18904. 


Welfare and InstitutionsCode Section 18901 and 7 
CFR Sections 273c1L(c).» 2Z73e13(b)s and 273eib(e)e 
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63-503 DETERMINING HOUSEHOLD ELIGIBILITY , 63-503 
AND BENEFIT LEVELS (Continued) 


e% Households with Special Circumstances (Continued) 


«47 Residents of ODrug/Atcohol Treatment and Rehabilitation 
Programs 


0476 


Authority: 


References 


The institution shall be. responsible for any 
intentional Program violation which it knowingly 
commits in the certification of center residentse 
As an authorized representativee the institution 
shall be knowledgeable about household 
circumstances and should carefully review those 
circumstances with residents prior to applying on 
their behalf. The institution shall be strictly 
liable for all losses or - misuse of -fcod coupons 
held on behalf of resident households and for all 
overissuances which occur while the households are 
residents of the treatment center. 


Welfare and Institutions Code Sections 10553 and 
189046 


e 


Welfare and InstitutionsCode Section 1890ls and 7 
CFR Sections 273«ell(e). and 273e1l6(e)« 
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Authority: 


Reference: 


63-504 HOUSEHOLD CERTIFICATION AND CONTINUING 63-504 
ELIGIBILITY (Continued) : 


e2 Notices cf Action (Continued) 


«26 Notice of Change (DFA 377e4) (Continued) 


Exemptions from Providing Notice (Continued) 
No notice shall be required when: (Continued) 
(g) Converting a household from voluntary 


repayment to allotment reduction as a 
result of failure to make agreed to 


repayments,» as provided in Section 
63-80 1Le 220 
Exemptions from Providing Timely Notice 


(Continued) 


The CwD shalt provide an adequate only notice at 
the time of the allotment change when: 
(Continued) 


(d) A household member is disqualified for 
intentional Program violations in 
accordance with SOSS* Manual of Policies 
and Proceduress -Division 20% Chapter 
20-300 or the allotments of the remaining 
household members are reduced or terminated 
to reflect the disqualification of that 
household membere The notice requirements 
for individuals or households affected by 


intentional Program violation. 
disqualifications shall be in accordance 
with soss* Manual of Policies and 


Procedurese Division 20% Chapter 20-300. 


Welfare and Institutions Code Sections 10553 and 
18904. 


Welfare and Institutions Code Section 1L8901 and 7 
CFR Section 273e1L3I(b)« : 
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63-702 LIABILITIES (Continued) ~ 63-702 


03 


04 


5 


Cash Losses 


CwDOs are liable for cash losses when monies collected from 
overissuance claims have been losts stolene or otherwise not 
accounted for in accordance with the provisions in Section 
63-801 oe 


Liability Check List 


«41 Coupons 


e411 Lost» stolens embezzled coupons and unexplained 
Shortages - see Section 63-705e72« 


e412 Coupons in possession of issuance agent - see 
SECtion 63-603619%6 


Photo ID 


e51 CwWOs shall include in any contract or agreement with an 
issuing agent a provision establishing the agent's 
strict liability to SDSS for the face vatue of coupons 
issued in any ATP transaction when: 


e511 the ATP is found to have been stolen or otherwise 
not received by the household and 

e512 the CWD or issuing agent*s cashier has not 
recorded the serial number of the photo ID card on 
the ATP» or the person presenting the ATP is not 
pictured on the I0 card as specified in Sections 
63-6026383 and «462 7 


52 CWDs snall be strictly liable for losses by CWD issuing 
agents where reconciliation shows noncompliance (see 
Section 63~-702e41) with photo ID requirementse 


253 The strict liability referred to in Section 63-702e41 
shall apply (to counties or parts cof counties) 
notwithstanding the fact that FNS previously granted 
waiver(s) of provisions of the photo ID requirements. 


«54 In CWOs using an HIR_ system the strict liabilities 


conditions of Sections 63-702e5ls e52% and 253 apply in 
a like mannere : 
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Authority: 


Reference: 


Welfare and 
18904. 


Welfare and 


Institutions Code Sections 10553 and 


Institutions Code Sections "18902> 


18904, and 7 CFR Section 276«e2(c)e 
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Amend Sections 63-8O01le2139 e221 —- 02240 e4lle «413% eTlle «839 


and 


«831 to read: 


63-801 CLAIMS AGAINST HOUSEHOLDS 63-801 


el 


Establishing Claims Against Households and/or Against 
Sponsors of Atien Households ; 


The CWD shall establisn a claime in accordance with Section 
63-801-e29 against any household that has received more food 
stamp benefits than it is entitled to receive except as 
specified in Section 63-801lel2e Any sponsor of an alien and 
the sponsored alien shall be held jointly and individually 
liable for repayment of any overissuance of food stamp 
benefits that results from incorrect information provided by 
the sponsore. In such casesSs the CwD shall establish a claim: 
against the sponsor or the alien household as provided in 
Section 63-801lel3« : 


ell Time Frame for Establishing Inadvertent Household Errors 
Adninistrative Errore and Intentional Program Violation 
Claims 


The CWO shall take actione within the time frames of 
this sectione to establish a claim against any household 
that received an overissuance due to an inadvertent 
household or administrative errore Intentional Proyram 
violation claims shall be established and handled in 
accordance with Section 63-801e23-6 The CWD shall take 
action on inadvertent household and administrative error 
claims for which up to 12 months have’ elapsed between 
the month the overissuance occurred and the month the 
CwO determined by computation that an overissuance 
occurred irrespective of the date the claim 
determination (Form DFA 842) was completede 


el2 No claim = shall be established if an overissuance 
occurred as a result of the following: 


e121 The CwWD failed to ensure that a household 
fulfilled the following procedural requirements: _ 


(a) Signed the application form; 
(b) Completed a current work registration form; 
(c) Was certified in the correct countye 
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e122 The household transacteds bout did not alter = an 
expired ATP. 


Claims Against Alien Households and Sponsors of Alten 
Households 


e131 The CWO shall hold the alients tnousehold solely 
liable for . repayment of an overissuance in 
benefitss and establish a claim against the 
households if the CWO determines that the sponsor 
had good cause or was not at fault for providing 
the incorrect information that resulted in the 

‘over issuancee ; 


e132 If the CwD determines that the sponsor did not 
nave good causes or was at faults in accordance 
with Section 63-801.e413*s the CWD shall decide 
swhether to .establish..a -claim.for .the. over issuance 
against either the sponsor or the sponsored 
alien*s households or bothe. © The CWD shall choose 
to establish claims against both parties at the 
same time or to establish a claim against the 
party it deems most likely to repay firste if a 
claim is established against the sponsor firsts 
the CWD shall -ensure that a claim is established 
against the household whenever the sponsor fails 
to- respond to the CWD*s Repayment Notice (DFA 
377-78) within 30 days of receipte The CwD shatt 
return to the sponsor and/or tne household = any 
amounts repaid in excess-of the total amount of 
‘tthe claim {Claim Determination Worksheets DFA 
842 )e 


Types of Claims 


The CWO shall categorize and account for all claims against 


households as inadvertent household error claimse 
administrative error ctaimss or intentional Program violation 
claimse 

e2l Inadvertent Household Error Claims 


A claim shall be handled as an inadvertent housenold 
error claim if the overissuance was caused by a 
misunderstanding or unintended error om the part of the 
household or tne sponsor of = an atien household. 
Instances of inadvertent household error which = may 
result in a claim includee but are not limited to the 
Following: 
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-e2ll Tne households or the sponsor unintentionally 


failed to provide the CWD with correct or complete 
informatione 


e212 The nousehold unintentionally failed to report to 
the CwWD changes in household circumstances or the 
circumstances of its sponsore 


e213 The household unintentionally received benefits or 
more benefits than it was entitled to receive 
pending a state hearing decision because the 
household requested a continuation of benefits 


a re ee are ee ee ce me ee ce te a ae ae ree en ce a ne a ED a Oe EE SO ES RS Se 


to_such_benefitse 
Administrative Error Claims 


A claim shall be handled as an administrative error 
claim if the overissuance was caused by the action or 
inaction of any agency administering the Food Stamp. 
Programe Instances of administrative error which may 
result in a claim includes but are not limited to the 
following: 


e221. The CWD ageney failed to take prompt action on a 
change reported by the householde 


e222 The Cwo agency incorrectly computed the 
household*s income or deductions» or otherwise 
assigned an incorrect allotmente 


e223 The CWD ageney incorrectly issued duplicate ATPs 
which were subsequently transacted by the 
householde : 

e224 The CWO ageney continued to provide a household 
with food stamp allotments after its certification 
period had expired - without benefit of 3 
reapplication determinatione 


Intentional Program Violation Claims 


e231 A ctaim shall be handled as an intentional Program 
violation claim only if an administrative 
disqualification hearing official or a court of 
appropriate jurisdiction has determined that a 
household member or the sponsor had committed an 
intentional Program violations as defined in 
Section 63-801le232e Prior to a determination of 
intentional Program violation the claim against 
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the household shall be established: and nandled as 
an inadvertent household error claime 


An act committing an intentional Program violation 
is defined as having intentionally: 


{a) ‘Made a false or misleading statements or 
misrepresentede concealed+ or withheld 
FactsSe or 


(b) Committed any act which constitutes a 
violation of the Food Stamp Acts the Food 
Stamp Program -regulationss or any = state 
statute relating to the uses presentations 
transfers acquisitions receipt or 
possession of food stamp coupons or ATPSe 


«3 Calculating the Amount of Claims 


e31 Inadvertent Household and Administrative Error Claims 


e311 





For each month that a household received an 
overissuance due to an inadvertent household or 
administrative errors the CWO shall determine the 
correct amount of food stamp benefits the 
household was entitled to receivee The CWD snal} 
calculate the amount of the overissuance which 
occurred during the 12 months preceding the date 
the overissuance was discovered. In cases 
involving reported . changes» the CwD . shall 
determine the month the overissuance initially 
occurred as follows: 


(a) Ifs due to an inadvertent-error on the part 
of the -households the household failed to 
report a change in its circumstances within 
the time frames required in Section 63-505¢ 
the first month affected by the household's 
failure to report shall be the first month 
in which the change would have deen 
effective had it been timely reportede 
Howevere in no event shall the CwO 
getermine as the first month in which the 
change would have been effective any montn 
later than two months from the month in 
which the change in nousehold circumstances 
occurrede 


(bd) For monthly reporting householdse a claim 


shall be established when the nousenold 
fails to report a change on the CA 7 by the 
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0312 


0313 


extended filing date for the appropriate 
report monthe For nonmonthty reporting 
householdse a claim shall be establisned if 
the household fails to report a change 
‘within 10 days of the date the change 
became Knowne 


(c) If the household timely reported. a changes 
but the CWO did not act on the change 
within the required time frames» the first 
month affected by the CwO*s failure to act 
shall be the first month the CWD would have 
made the change effective had it timely 
actede Howevers in no event shall the CwO 
determine as the first month in which the 
change would have been effective any. month 
later than two months from the month in 
which the.change in -househeld -circumstance 
occurrede : 


If the household received a larger allotment than 
it was entitled to receives the CwD shall 
establish a claim against the household equal to 
the difference between the allotment the household 
received and the allotment the household = should 
have receivede 


After calculating the amount of the inadvertent 
household or administrative error claims the CwO 
shall offset the amount of the claim against any 
amounts which have not yet been restored to the 
nouseho!ld as a restoration of lost benefits in 
accordance with Section 63-802«54. The CWD shall 
then initiate collection action .for the remaining 
balances if anye i = 


Intentional Program Violation Claims 


0321 


For each month that a household received an 
overissuance due to an act of intentional Program 
violations the CWO shall determine the correct 
amount of food stamp benefits» if anye the 
household was entitled to receivee The amount of 
the intentional Program violation claim shall be 
calculated back to the month the act OF © 
intentional Program violation occurreds regardiess 
of the length of time that elapsed until the 
determination of intentional Program violation was 
madee Howevers the CWD shall not include in its 
calculation any amount of the overissuance which 
occurred in a@ month more than six years from the 
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0323 


date the overissuance was discovered or prior to 
March Le LITGe If the household member is 
determined to have committed intentional Program 
violation by intentionally failing to report a 
change in its household*s circumstancess the first 
month affected by the household*s failure to 
report shall be the first month in which the 
change would have been effective had it been 
reportede Howevers in no event shal? the CwD 
determine as the first month in which the change 
would have been effective any month later than two- 
months from the month in which the change in 
household circumstances occurrede 


If the household received a larger allotment than 
it was - entitled to receives the CwO shall 

establish a claim against the household equal to 
the difference between the allotment the household 

received and the allotment the household should 
nave receivede , 
Once the amount of the intentional Program 
violation claim is establishede the CwD shall 

offset the claim against any amount of tlost- 
benefits that have not been restored to the 
household as lost benefits in accordance with 
Section 63~802e54%e 


«4 Collecting Claims Against Households and Sponsors of Alien 


Households 


e4l Criteria for Initiating Collection Action on Inadvertent 
Household and Administrative Error Claims 


411 


CwWOs shall initiate collection action against-the 
household er thre sponser for atl inadvertent 
household error claims» or the mousehotd for att. 
administrative error claims or against the sponsor 
in_accordance with Section _63-8014413+ unless the 
claim ts collected through offset or one of the 
following conditions apply: — 


(a) The total amount of the claim is less than 
$35% and the claim cannot be recovered by 
reducing the household*s allotmente 


(b) The CWD has documentation which shows that 


the household or the sponsor of - an alien 
household cannot be located. 
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e412 The CWO may postpone collection action on 
inadvertent household error claims in cases where 
-an .omeraissuance is being referred for possible. 
legal - prosecution or for administrative 
disqualifications and the CwWD determines. that 
collection action will prejudice the casee 


0413 Prior to initiating collection action against tne 
household of a sponsored alien for repayment of an 
overissuance caused by incorrect information 
having been provided concerning the alien's 
sponsor or sponsor*s spouses» the CwD shal} 
determine whether such incorrect information was 
provided due to inadvertent error or intentional 
Program violation on the part of the alien or the 
alien*s sponsore The CWD shall inform the alien's 
sponsor that neither the sponsor nor his/her 
spouse wttt shall be held responsible for 
repayment of the overissuance if the sponsor can 
demonstrate to the sattsfactton of thre EWD that 
he/she had good cause or was not at fault for the 
incorrect information naving been provided to the 


CWDe 

(a) A sponsor will bde without fault or have 
good cause for not providing correct 
information only when the sponsor has met 
alls of his/her responsibilities in 
providing correct informatiane but the 
alien has note . z 

(b) ‘A sponsor shall not be held at fault for a 


CwD administrative error. 


Criteria for Initiating Collection Action-on Intentional 


‘Program Violation Claims 


If an administrative disqualification hearing official 
or a court of appropriate jurisdiction finds that a 
household member or the sponsor of an alien nousehnold 
member committed intentional Program violatione the CwO 
shall initiate collection action against ‘the 
individual"s household or the sponsor of the alien 
household membere In additions to the extent possibles 
the CwD shall make a personal contact with the household 
and/or its sponsore 


. 0421 The CWO shall initiate such ccllection unless: 


(a) the household has repaid the overissuance 
alreadys 
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(b) the CWD has documentation whicn shows the 
household (and its sponsors if an alien 
Nousehold)s.s cannot be ltocated»s ors 


{c) “the CWO determines that collection action 
will prejudice the case against a household 
-member referred for legal prosecution. 


The CWD shall initiate collection action for an 
unpaid or partially paid claim even if collection 
action was previously initiated against the 
household while the claim was being handled as an 
inadvertent household error claime In cases where 
a household member was found guilty of intentional 
Program violation by a courts the CWO = shall 
request that the matter of restitution be brought | 
before the court or addressed in the agreement 
reached between the Prosecutor .and accused 
individual. 


«43 «Initiating Collection on Claims 


0431 


CwOs shall initiate collection action by providing 
the household or the sponsor of an alien household 
with a Repayment Notice (DFA 377-7B) which informs 
the household or its sponsor of the amount owed» 
the reason for the claims the period of time the 
claim coverss any offsetting that was done to 
reduce the claims how the household or its sponsor 
may pay the claims and the household’s right to a 
state hearing if the household disagrees with the 
amount of the claime Additionallys the notice 
shall state that if the household has already had 
a state hearing on the amount of the claim as a 
result of a consolidation of the administrative 
disqualification hearing with the state hearings 
the household has no right to another state 
hearing on the amount of the claime If there is 
an individual or organization available that 
provides free legal representatione the DFA 377478 
shall also advise the household of the 
avaitabitity of the services. 


(a) For- inadvertent household error: and 
intentional Program violation claimss the 
‘fnouseholds or the sponsor shall also be 
informed of the tength of time the 
household has to decide which method of 
repayment it will choose and inform the CwO 
of its decisione and of the fact that the 
household*s allotment will oe reduced if - 
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0432 


- Action 





the household fails to agree to make 
restitutione 


(b) For | administrative error claimse the 
“nousehold shall also be informed of the 
availability of allotment reduction as a 
method of repayment § if the household 
prefers to use this method. 


- (ce) In additions any household or sponsor 


against which the CwD has . initiated 
collection action shall be informed of 
their right to request renegotiation of any 
repayment schedule to which the household 
or the sponsor has agreed should the 
economic circumstances of the household or 
the sponsor undergo a changee 


«1) A change in economic -circumstances 
shall includes but not be limited to» 
changes in incomes resourcess or 
expensesSe A change in -househotd 
allotment shall not constitute a 
change in economic circumstancese 


If the household pays the claims payments shall be 
accepted and submitted to SDSS in accordance with 
the procedures outlined in Section 63-80148- 


Against Households. and Sponsors of Alien 


Households Which Fail to Respond 


0441 


0442 


The CWD shall reduce the household's food stamp 


“allotment without further notice in accordance 


with Section 63-801-e73 when: - 


(a) Catlection action has been initiated for 
against the household or the sponsor for 
repayment of an inadvertent household error 
or intentional Program violation claim; and 


(b) Tne household is currently participating in 
the Food Stamp Program; and 


(c) Tne household does not respond to the DFA 
377-73 within 30 days of the date the 
notice is mailede 


If any nonpearticipating or participating household 


against whom collection action has been initiated 
for repayment cf an administrative error claim 
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ee) 


does not respond to the first OFA 377eTBe 
additional repayment notices shall be sent at 
reasonable intervals» such as 30 dayS* until the 
household or the sponsor has responded by paying 
or agreeing to pay the claim (Repayment Agreements 
DFA 377-7C)* or until the criteria for suspending 
collection actione as specified in Section 
63-801-e5 nave been mete : 


Suspending and Terminating Collection of Claims 


251, 


053 


094 


Suspending Collection of Inadvertent Household and 
Administrative Error Claims 


e51l If no collection action was initiated because of 
conditions specified in Section 63-801e411ls an 
inadvertent household or administrative error 
claim shall be suspendede 


e512 If collection action was initiateds and at least 
"one demand letter has been sente further 
collection action on any administrative error 
claim or on an inadvertent household error claim 
against a nonparticipating household or its 
sponsor shall be suspended when: 


{a) The household cannot be located; or 

(b) The cost of further collection action is 
likely to exceed -the amount that can be 
recoverede 


Suspending Collection of Intentional Program Violation 

Claims - 

e521 The CwD shall suspend collection action= on 
intentional Program violation claims at any time 
if it has documentation that the household and/or 
the sponsor cannot be locatede ; 


Terminating Collection of Claims 

A claim shall be determined uncollectible after it is 
held in suspense for three years» The CWD shall use a 
suspended or terminated claim to offset a restoration of 
lost benefits in accordance with Section 63-802+054« 
Claims Oischarged Through Bankruptcy 

CwWOs shalt act on behalf ofs and aSe* FNS in any 
bankruptcy proceeding against bankrupt households owing 
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food stamp claimse CwOs shall possess any rightss 
prioritiess interests» liens or privileges» and shall 
participate in any distribution of assetse* to the same 
extent as FNSe Acting as FNS» CWDs shall have the power 
and authority to file objections to discharges proofs of 
claims» exceptions to discharges petitions for 
revocation of discharges and any other documents, 
motions or objections which FNS might have filede Any 
amounts collected under this authority shall be 
transmitted to FNS as provided in Section 63-80le8e 


e6 Change in Household Composition 


ef 


«61 


262 


Inadvertent Household and Administrative Error Claims 


The CWO shall initiate collection action against the 
nousehold which received the overissuance for which the 
inadvertent household or administrative error claim was 
establishnede If a change in household membership 
occurse the CWD shall initiate collection action against 
the household containing a majority of the individuals 
who were household members at the time the error 
occurrede If the CWD cannot locate or determine the 
household which contains a. majority of -housenold 
memberSe the CwWD shall initiate collection action 
against the household containing the head of the 
household at the time the overissuance occurrede 


{Intentional Program Violation Claims 


The CWD shall initiate collection action against the 
nousehold which contained the household member found to 
nave committed intentional Program violation and which 
received the overissuance for which the claim was 
establ ishede If a change - in household «membership 
eccurse the CWO shall initiate collection action against 
the household containing a majority of the individuals 
who were household members at the time the act(s) of 
intentional Program violation occurrede If the CwD 
cannot locate or determine the household which contains 
@ majority of the household memberse the CWD shall 
initiate collection action against the household 
containing the head of the household at the time the 
overissuance occurrede 


Method of Collecting Payments 


As specified in Section 63-801le4se CWOs shall collect payments 


for claims against households as follows: 


e7l 


Lump Sum 
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e712 


0113 





If tne nousenold or the sponsor chooses to pay the 
claim at one times the CWO shall collect a lump 
sum paymente The household shall not de required 


to tiquidcate*all cof its ““nertirgutrea resources as 


‘deftned tm Sectton 63-1O2tmMA} to Make this one 


Jump _sum repaymente 


If the housenold or the sponsor prefers to make a 
jump sum cash payment as partial payment of the 
Claims the CwO = snail accept this method of 
paymente : ‘ 


If the household or the sponsor chooses to make a 
lump sum payment of food stamp coupons as full or 
partial payment of the claime the CwO shall accept 
this method of repaymente , 


Installments 


of2l 


ef22 


Tne CWO shall negotiate a payment . schedule with 
the household or the sponsor if the household of 
sponsor chooses this method for a full or partial 
repayment of the claim. Payments shall be 
accepted by the CWD in regular instal!mentse The 
nousehotd may use food stamp coupons as full or 
partial payment of any instal!mente If the full 
amount of the claim cannot be liquidated in three 
yearse the CWD shati compromise the claim oby 
reducing it to an amount that will allow the 
nousehold to pay the claim in tnree yearse A CWO 
shall use the full amount of the claim to offset 
any restoration of Tost benefits due the 
householde 


if the household or the sponsor fails to make a 
payment in accordance with the established 
repayment schedute (either a lesser amount or no 
payment)s the CWO shail send = the nousehold or the 
sponsor a DFA 377278 explaining that no payment or 
an insufficient payment was receivede The notice 
shall inform the household or the sponsor that it 
may contact the CWD to discuss renegotiation of 
the payment schedulee The notice shall atso 
inform the household that unless the overdue 
payments are made or the CWD is contacted to 


-Giscuss renegotiation of the payment schedule the 


allotment of a currently participating housenold 
against which an inadvertent household error or 
intentional Program vialation claim has been 
established will be reduced without further 














e723 


notice and in accordance with procedures in 
Section 63-801e73- 


(a) If the households or tne sponsor responds 
‘to the notices the CwD shall take one of 
the following actions as appropriate: 


(1) If the household or the sponsor makes 
the overdue payments and wishes to 
continue payments based on the 
previous schedules permit the 
household or the sponsor to do so; 


(2) If the household or the sponsor 
requests renegotiations and if the 
CwDd concurs with the requests 
negotiate a new payment..schedule DFA 
377TeTC3 


(3) #%.If the household or the sponsor 
requests renegotiation of the amount 
of its repayment schedules but the 
economic circumstances of the 
household -or the sponsor have not 
changed enough as defined in Section 
63-8010431(c)(1) to warrant the 
requested settlements the CWD may 


continue . renegotiation — until a 
settlement can be reachede The Cwd 
may invoke allotment reduction 


against a currently participating 
household for repayment of an 
intentional Program violation ctaim 
if a settlement cannot be reachede 


{b) If the household or the sponsor fails to 
responds the CWD shall invoke = allotment 
reductione If. allotment reduction is 
invokeds no further notice is requirede 


In cases where the household is currently 
participating in the Food Stamp Program and a 
payment schedule is negotiated for repayment of an 
inadvertent nousehold error or intentional Program 
violation claims the CwWD shall ensure that the 
negotiated amount to be repaid each month through 
installment payments is not less than the amount 
which could be recovered through allotment 
reductione Once negotiatedy the amount to be 
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repaid each month through installment payments 
shall remain unchanged regardless of subsequent 
changes itn the thousehold*s monthly altotment. 
Howevers the CWDe the householde or the sponsor 
shall have tne option to initiate renegotiation of 
the payment schedule if they believe that the 
economic circumstances of the household or the 
sponsor have changed enough to. warrant such 
actione 


Reguction in Food Stamp Allotments 


oT31 


e132 


e733 


0134 


0135 


CWDs shall collect repayments for an inadvertent 
household error claim or an intentional Program 
violation claim from a household currently 


participating in the Program by reducing the 


household*s food stamp allotments as provided in 
Section 63-801-44e 


€wDs shall collect payments for an administrative 
error claim from a househotd currently 
participating in the Food Stamp Program by 
reducing the household's food stamp allotments if 
the household prefers to use this method of 
repaymente 


Prior to reductions the CWD shall inform the 
household of the appropriate formula provided in 
Section 63-801-e738 for determining the amount of 
food stamps to be recovered each month and the 
effect of that formula on the household's 
allotment (iee€es the amount of food stamps the CWD 
expects will be recovered each month)» and of the 
availability of other methods of repayment (DFA 
377 eTC)e , en 


If the household requests to make a Jump sum cash 
and/or food stamp coupon payment as full or 
partial payment of the claims the CwD shall accept 
this method of paymente The CWD shall reduce the 
household*s allotment in accordance with Section 
63-801-738+ to recover any amounts of an 
inadvertent nousehold error or intentional Program 
violation claim nat repaid through a lump sum cash 
and/or food stamp coupon payments unless a payment 
schedule has been negotiated with the nouseholde 


The provision in Section 63-503e325 -for a $10 
minimum benefit level for households with one and 
two members onlye shall apply to the allotment 
prior to the reductione 
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737 


0738 


The CWO shall use the full: amount of the claim to 
offset any restoration of lost benefits. 


For intentional Program violation claimse if the 
full amount of the claim cannot be liquidated in 
three years the CWD shall compromise the claim by 
reducing it to an amount that will allow the 
household to make restitution within three yearse 


‘The amount of food stamps to be recovered each 


month through allotment reduction shall be 
determined in accordance with the following 
procedures and the calculated figure rounded as 

“specified in Section 63-503e31l-. ae 


(a) Inadvertent Household Error Claims 


For inadvertent household error claimse the 
amount of food stamps recovered shall be 10 
percent of the -nousehold's monthly 
altotment or $10 per monthe whichever § is 
the greater amounte 


(6) Administrative Error Claims 


For administrative error claims» the amount 
of food stamps to be recovered each month 
from a household choosing to use this. 
method shall be negotiated with the 
housenolde Choice. of this option is 
entirely up to the household and no 
household shall have its allotment reduced 
by an amount with which it does not agree 
for payment of an administrative error 
claime oo 


(c) Intentional Program Violation Claims 


For intentional Program violation claims,» 
tne amount of food stamps shali be 20 
percent _ of the household's montniy 
allotment or $1G per monthe whichever is 
the greater amounte 


e74 Interstate/Intercounty Claims Collection 


oT41 


In cases where a household moves out of states the 
CWO shall initiate or continue collection action 
against the household for any overissuance to the 
household which . occurred while it was under the 
State*s jurisdictione The CWD whicn overissued 
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benefits to the household shall have the first 
opportunity to collect any overissuancee Howevers 
if the CWD which overissued benefits to the 
nousehotd does not take action to collect as soon 
as administratively possibdles then the government 
agency which administers the area into which the 
household moves may initiate action to collect the 
over issuancee Prior to initiating action to 
collect claims against housenolds which have moved 
into the states the CWD shall contact the agency 
which overissued benefits to ascertain that it 
does not intend to pursue prompt collectione The 
claim collection incentive shall be retained by 
the CwDO which collects the overissuancee 


e742 In cases where a household moves from one county 
to another within the states the CwOD in the county 
where the overissuance occurred shal! initiate or 
continue collection action against the household. 
If the CHD in the county where the household was 
overissued benefits is unable to take action to 
collects then the CWD in the county of the 
household's new residence shall initiate action to 
collect the overissuance. Howevers prior to 
initiating action to collect such overissuances,s 
the CWO in the household's new county of residence 
shall contact the CwO in the county where the 
overissuance occurred to ascertain that it is 
unable to pursue collection actione The claim 
collection incentive is retained by the CWD which 
coltects the overissuancee 


Submission of Payments 


81 


. 082 


The CWD shall retain the value of funds collected-for 
inadvertent household errors intentional Program 


violations or administrative error claimsSe This amount. 


inctudes the total value of allotment reductions to 
coltect claimsse but does not include the value of 
benefits not issued as a result of a household member 
being disqualifiede The CwD*s advance will be adjusted 
on a quarterly basis (calendar quarter) in an amount 
equal to the state and federal share of the quarterly 
intentional Program violations inadvertent household 
errors and administrative error claim collections 
together with any adjustments for prior quarters. 


Each CWO shat! submite for each calendar quarters a 


completed Form DFA-209- Status of Claims Against 
Householdse 
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«821 <A completed DFA-209 is due no Tater’ than 30 days” 
after the end of each calendar year quarter and 
shall be submitted to SDSS even if the CWD has not 


collected any paymentse Faiture to submit the 
DFA-209 to SOSS in a timely manner or ina fully 
completed format may result in a temporary 


suspension of a portion of the CwWD*s advance. 


e822 In addition to reporting the amount of funds 
recovered from inadvertent household errore 
intentional Program violations and administrative 
error claims each quarter on ODFA-2099 the CwD 
shall also report these amounts on other documents 
as required by SDSS regulationse 


e823 In accounting for inadvertent household error and 
intentional Program violation claims collectionss 
the CWD shall include cash or coupon repayments 
and the value of allotments recovered or offset by 
the restoration of lost benefitse The value of 
benefits not issued as a result of a household 
member being disqualifieds shall not be considered 
recovered allotments and shalt not be used to 
offset an intentional Program violation claime 


Collections from claims established 38S inadvertent 
household errors etatms prior to the determination of 
intentional Program violation = shall be handled as 


follows: 


-831 Gmee After a determination of intentional Program 
violation is madese the CWD may retain any amounts 
recovered on a cClaimy whtte sueh etatm was being 


handled as an inadvertent nousenold error claimy 


pendtng ai determtrnatten by an admrntstrative 
dtsquattfreatton Hearing offretat er a court of 
approprtate  zurtrsdtetten trat an taterntronat 


Program vtotatton was eonmittedvat the incentive 
rate applicabte for intentionat Program violation 
claimse Prior to the determination of intentional 


If a nousehold has overpaid a claims the CwOD shall pay 


the household = any amounts overdaid as soon as 
administratively possible but not later than 10. days 
after the overpayment becomes KNOWN. The household 
shall -be paid in casn for overpaymentse Overpaid 


amounts of a claim which have previously been reported 
as callections ona prior DOFA-209 and which have been 
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repaid to the household shall be reported in the 
appropriate column on the OFA-209 for the quarter in 
which the repayment occurrede “The amount of the 
repayment shall be subtracted from the total amount 
collectede 


Returned Coupons 


The CWD° shall destroy any coupons or coupon books 
collected from households as payment for claims in 
accordance with the procedures outlined in this sectione 


-851 The CWD shall require the collection points to 
complete a FNS-135»5 Affidavit of Return of Food 
Couponss aS verification for receipt of coupons 
returned as payment of a claime The original copy 
shat? accompany the voided coupons to the 
destruction pointe a copy shall be placed in the 
client's casefiles and a copy shall be submitted 
to the CwDO claim accounting office where the 
OFA-209 is completede 


852 The CwWD shall require the collection points to 
voids immediately upon receipts all coupons 
collected as payment and either send the coupons 
to a coupon destruction point or hold the subject 
coupons in secure storage pending examination and 
destruction by the CWD at the claims collection 
pointe 


e853 After verification of the FNS-135 reports from the 
claims collection pointe the CwD shall destroy the 
cCOUupONS Or coupon books received from the clains 
collection points if the value of the coupons does 
not exceed £500 per claims collection point for 
any monthe If the value of the coupons to be 
destroyed exceeds $500 per claims collection point 
per months the CwWD shall request FNS) approval 
prior to any destruction of the coupons at that 
collection pointe 


©854 The CWD shal! destroy the coupons and coupon books 
by burninge shreddinge tearinge or cutting so that 
they are not negotiable. Two CwD officials snall 
witness and certify the destruction and forward 
the Form FNS-471le Coupon Account and Destruction 
Reporte with the OFA-209 to SOSSe The amount of 
coupons destroyed each month in repayment of 
claims shall equal the amount’ reported on the 
OFA-209 as repayment in COUPONS. Coupons 
destroyed for reasons other than in repayment of 
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claims must be reported on a separate FNS-471 
which is attached to the FNS-250 reporte 


In cases where FNS has billed the State for a CwD 
negligences any amounts collected from households which 
were caused by the CWD"s negligence will be credited by 
FNSe 


°9 Accounting Procedures 


Each CWD shall maintain an accounting system for monitoring 
claims against householdse At a minimums the accounting 
system shall be designed to readily accomplish the following: 


-91 Identify claims by categories of inadvertent household 
errore administrative errore and intentional Program 
violations. 

e92 Provide data necessary to accurately complete the Status 
of Claims Against Households Report DFA-209~- 

«93 Document the circumstances which resulted in a claims 
the procedures used to calculate the claims the methods 
used to collect the claim ande aif applicables the 
circumstances which resulted in suspension or 
termination of collection actione 

-94 Identify those situations in which an amount not yet 
restored to a household as a= restoration of lost 
benefits can be used to offset aclaim owed by the 
householde 

95 Identify those households that have failed to make 
instal!ment payments on their claimse 

°96 Document how much money was ccllected in payment of a 
claim and how much was submitted to SDSS through an 
adjustment of the CWD's advancee See Section 63-702 on. 
CwO liability for claim collection losseSe 

Authority: Welfare and Institutions Code Sections 18904 and 
10553- 
Reference: Welfare and Institutions Code Sections 18901 and 





18902; 7 CFR Sections 272el(g)(ii)s 2730ell>s 
273e¢18(a)eo (D)e (eE)* and (g)(3)- 
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Authority 


Reference 





INTENTIONAL PROGRAM VIOLATION . 63-805 
DISQUALIFICATION 
alification Penalties for Intentional Program Violation 


Individuals found to have committed an intentional 
Program violation either through an administrative 
disqualification hearing or by a court of appropriate 
jurisdiction shall be ineligible to participate in the 
Food Stamp Program as follows: 


elll Six months for the first violation. 

e112 Twelve months for the second violation. 

e113 Permanently for the third violation. 

Provisions governing administrative and court-ordered 
disqualificationse CWD administrative responsibilities 
and reporting requirements» and other related provisions 


are covered in SDSS* Manual of Policies and Procedurese 
Division 20% Chapter 20-300. 


: Welfare and Institutions Code Sections 10553 and 
18904. . . 
2 Welfare and Institutions. Code Sections 18901, 


189049 and 7 CFR Section 273<16(a)e 
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- 63-805 INTENTIONAL PROGRAM VIOLATION 63-805 


e2 


DISQUALIFICATION (Continued) 
Participation While Awaiting a Hearing 


A pending disqualification hearing shall not affect the 
individual*s or the household's right to be certified and 
participate in the Food Stamp Programe Since the CWO cannot 
disqualify a household member for intentional Program 


Violation until the hearing official finds that the 


individual has committed an intentional Program violations 
the CWD shall determine the eligibility and benefit level of 
the household in the same manner: it would be determined for 
any other householde Howevers the household’s benefits shall 
be terminated if the certification period has expired and the 
householde after receiving its Notice of Expiration fails to 
reapplye The CWO shall also reduce or terminate the 
household'’s benefits if it has documentation which 
substantiates that the household is ineligible or eligible 
for fewer benefits (even if these facts led to the suspicion 
of intentional Program violation and the resulting 
disqualification hearing) and the household fails to request 
a state hearing and continuation of benefits pending the 
hearinge 


Authority: Welfare and Institutions Code Sections 10553 ana 


18904. . £01 


Reference: welfare and Institutions Code Sections 18901 ¢ 


18904- and 7 CFR 273«16(a)e 
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63-805 INTENTIONAL PROGRAM VIOLATION ; 63-805 
DISQUALIFICATION (Continued) 
23 Reversed Administrative Disqualificationse 











In cases where the determination of intentional Program 
violation is reversed by a court of appropriate jurisdictions 
the CwO shall reinstate the individual in the Food Stamp 
Program if the household is eligiblee The CWD shall restore 
benefits that were lost as a result of the disqualification 
in accordance with the procedures specified in Section. 
63-8026 


Authority: Welfare and Institutions Code Sections 10553 and 


18904. 
Reference: Welfare and Institutions Code Sections 1890le 


18904¢ and 7 CFR 273416(a)- 
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Adopt new Section 63-044 to read: 


Effective March ls» 1985+ CWOs shall __implement the revised 


Autnority: welfare and Institutions Coce Sections 18904 and 
105536 
Reference: Welfare and Institutions Code Sections 189029 
: 18904 and 10553 and letter dated July 13* 1984 to 
-Linda McMahon from FNS. 


. 














Amend Section 63-300e4% to read: 


63~300 APPLICATION PROCESS (Continued) 63-300 
eo Interviews 
All applicant householdse including those submitting 


applications by mails shall have face-to-face interviews in a 
food stamp office or other certification site with a 
qualified eligibility worker prior to initial certification 
and all recertifications except when waived as noted delowe 
interview requirements for PA and GA applicants are detailed 


in Section 63-301le664 The individual interviewed may be the 
head of hnousenolds spouses any other responsivle member of 
the households or an authorized representati vee The 


individual interviewed may bring any person he/she chooses to 
the interviewe The interviewer shall not simply review the 
information that appears on the applications but shall 
explore and resolve with the household unclear and incomplete 
information and document any changes in household 
circumstances that have occurred between the time the 
application was filed and the time of the certification 
interviewe Households shall be advised of their rights and 
responsibilities during the interviews including but not 
Jimited to» the appropriate application processing standards 
and the household’s responsibility to report cnangeses tn 
addtttony the apptteant shatt be advised that eligibility 


will be determined witnout discriminations and the 


oe ee es ee ee ee ee 


So AP A A DS A a A aS a SS ES cD 


(SUA) « The interview is an official and confidential 
discussion of household circumstances with the applicante 
The applicant shall be made to feel at ease during the 
interview and in ail instances the household's right to 
privacy shall be respectede Facilities shall be adequate to 
preserve the privacy and confidentiality of the interviewe 
Tne scope of the interview shalt not extend beyond the 
examination of household circumstances which directly relate 
to the determination of household eligibility and basis of 
1SSUaNCee 


Authority: Welfare and Institutions Code Sections 18904 and 
. 105536 
Reference: Welfare and Institutions Code Section 18902 and 7 


CFR 273021 (N)(1L)(Civde 














Amend Section 63-501el1l1l to read: 


| 63-501 RESGURCE DETERMINATIONS (Continued) 63-501 


el Oefinition of Resources {Continued} 


ell (Continued) 


elll 


Authority: 


Reference: 


A non-recurring lump sum payment includess but is 
not Vimited tos income tax refundss rebates or 
credits; retroactive active Tump-sum social 
securitye pubtte asststancey railroad retirement 
benefits» or other payments; retroactive payments 
from the approval_o an__application for any 


f__an application. for a 
or__corrective payments received for a previous 
month from __any__assistance __program; lump-sum 
insurance settlements; or refunds of security 
deposits on rental property or utilitiese These 
payments shall be counted as resources in the 
month receivede unless specifically excluded from 
consideration as a resource by other Federal law 
in accordance with Section 50le3(k)* (1) through 
(7) or by Section 63-501le3(1)e - ; 


welfare and Institutions Code Sections 18904 and 
105536 


Welfare and Institutions Code Section 1L890l~.+ 7 CFR 
2730e9(c) and Indexed Policy Memo 384-37 dated 
August 13+ 1984 from FNS. 














Amend Section 63-502{hn) and (i) to read: 


63-502 


INCOMEs EXCLUSIONS AND DEDUCTIONS (Continued) 63~502 


e2 Income Exclusionse Only the following items shall be 
excluded from nousenold income: (Continued) 


Ne 


Money received in the form of a nonrecurring lump-sum 
paymentses includings but not limited tos income tax 
refundse rebateSe or credits; retroactive lump-sum 
social securitys pustte assistaneey railroad retirement 
benefitSe or other payments; retroactive payment from 


the approval of an application. for any assistance 


ee ee ee et ED ee ee OO eS A ee ag ee ee ce ee te ee hn ee ee ae ee ne es 


received for a previous month from any assistance 
programs; lump-sum insurance settlements; or refunds of 
security deposits on rental property or utilities. 
These payments shall be counted as resources in the 
month receiveds in accordance witn Section 63-501le3111 
unless specifically excluded from consideration as a 
resource by other federal laws as specified in Section 


63-S501e3(k) or Section 63-501.3{1)-. 


The cost of producing self-employment income. The 
procedures for computing the cost of producing 
self-employment income are. described in Section 
63-503 e541le 


Authority: Welfare and Institutions Code Sections 18904 and 


105536 


Reference: Welfare and Institutions Code Section 18901l, 7 CFR 


273e9(C)» and Indexed Policy Memo 84-37 dated 
August 13s 1984 from FNSe 




















Amend Section 63-5032232(c)}(4) and (d) to read: 


63-503 DETERMINING HOUSEHOLD ELIGIBILITY AND BENEFIT LEVELS 63-503 
e2 Determining Resourcese Income and Deductions (Continued) 


«23 Households Subject to Retrospective Budgeting After the 
Beginning Months (Continued) 


e232 Retrospective Budgeting (Continued) 


(c) Income Only in the Month Received 
(Continued) 


(4) After the oeginning monthsse the CwOd 
paid grant for the issuance’ month 
shall be anticipated with reasonable 


certaintyse as defined in Section 
63-5030242(a)(1)- Tne CwO___ shall 
ensure___that___any___additional___or 


corrective payments to the _CwO paid 


SSS OE AD AD ee 


issuance ____month____are____ counted 
prospectivelys If the CwO nad not 
anticipated the payment or did not 
have time _to_ budget_it_ prospectively 
the __CwD_ _must___budget__the payment 
retrospectivelye The nousenold shall 
be provided witn a notice of any 
changes in its allotment as specified 


in Section 63-504e2656< Refer to 


SS SE A SE RE ED AS A A EE NS 
_ SS PE A a SS SS ED ED A ES SD 


{d) Discontinued Income ' 


qi) Any income that a household received 
in a beginning month from a_ source 
that no longer provides income to the 
household in the © corresponding 
retrospectively budgeted month and 
which was_included in the nouseholds 
prospective __ budget shall be 
disregarded when computing benefits 
for the issuance montne except = as 
specified in Section 
63-5030232(d)(1)(A) amd t2}Fe- Tne 
CwO shall not disregard income which 














has been ‘discontinued for the 
following reasons: 


tt+(A) Income has been discontinued 
due to participation in a 
Strike or quitting a joo unless 
good cause has been determined 
an accordance with Section 
63-408 e364 


(2) For_households_ receiving a_CwD paid 


no__longer_ provides income to _ tne 
households inthe __ corresponding 


issuance ___months___ provided ___—ithe 
household ____has____reported ___—s_ithe 


termination of _the_ income _either_in 
the__monthly report for the__pudget 


CwO has sufficient time to process 
the_ change __and_affect the allotment 
in_ the corresponding issuance monthe 


Authority: Welfare and Institutions Code Sections 18904 and 
10563. 
Reference: welfare and Institutions Code Section L8901l»s 7 CFR 


273¢21( 5) (1) (vii)(B)s and Indexea Policy Memo 
84-37 dated August 13s 1984 from FNSe 














Amend Section 63-504.e3 to read: 


63-504 HOUSEHOLD CERTIFICATION AND CONTINUING 63-504 
ELIGIBILITY (Continued) 


e3 Monthly Reporting 


Tne CWO» at the time of the application interviews shall 
determine which households are subject to monthly reporting 
requirements» as specified in Section 63-505e2e The CwD 
shall provide all monthly reporting households with the 
monthly eligibility report (CA 7) for reporting the 
information and changes required by Section 63-505e364 
Additionallys the CWD shall provide assistance in completing 
and filing the CA 7 to households whose adult memoers are al} 
either mentally or physically nhandicappeds non-English 


speaking or lacking in reading and writing skilis such that 
they cannot complete and file the CA Te The CWO shall 
require monthly reporting households to submit on a monthly 
basis a complete CA 7 by the Sth of each report monthe The 
recipient due dates and CWD time limits shall be modified by 
Sections 63-102 tkkk}> and ttt+4+}- %&[f the nousehold fails to 
submit a complete CA 7 by the +t%tm eleventh of the report 
montne the CwD shall take actions in accordance with Section 


63-504e336 
Authority: welfare and Institutions Code Sections 18904 and 
105536 
Reference: Welfare and Institutions Code Section 18902 and 7 


CFR 273021(bD)(3)6 




















Amend Section 63-5044e343(b) to read: 

63-504 HOUSEHOLD CERTIFICATION AND CONTINUING 63-504 
ELIGIBILITY (Continued) 

e3 Monthly Reporting (Continued) 


e34 CwD Action on a Complete CA 7 Requiring Additional 
Verification/sInformation (Continued) 


e343 The CWD shall contact tne nousenola as needed to 
obtain further information on specific itemse 
These items includes but are not limited to: 


(a) Tne effect of a reported change in 
resources on a household's total resources; 
and 

(b) The effect of a reported change in 
household composition or loss of job or 
source ___of_ __earned____siincome on the 


applicability of the work registration 
requiremente 


Authority: Welfare and Institutions Code Sections 18904 and 
105536 
Reference: Welfare and Institutions Code Section 18901 and 7 


CFR 273021(5)(1) (iv) (B)e 

















Amend Section 63~504e382 to read: 


63~-504 HOUSEHOLD CERTIFICATION AND CONTINUING 
ELIGIBILITY (Continued) 
e3 Monthly Reporting (Continued) 
e38 Issuance of Benefits (Continued) 


©382 Delayed Issuance 


63-504 


If an eligible nousehold fails to file a complete 


CA 7 after 10 days before the end of 


months but files a complete CA 7 
filing dates the CwO shall issue 


benefits as soon as administratively 


the report 
by the extended 
the household's 
feasiblee 


Howevers if necessary the CWD may delay providing 
the household an opportunity to participate up to 


10 days after its normal issuance datey 


eventy tater then the i5thm day tSsuance 
monte 

Authority: Welfare and Institutions Code Sections 18904 anda- 
105536 

Reference: Welfare and Institutions Coge Section 18902 and 7 


CFR 2730e21(K)(2) (ideo 





But tA ne 





Amend Section 63-505e222 to read: 


63-505 HOUSEHOLD RESPONSIBILITIES (Continued) 63-505 


2 


Monthly Reporting/Retrospective Budgeting Households 
(Continued) 


022 Exclusion from monthiy reporting (Continued). 


e222 Households without earned income whose adult 
members are all wtthert earned <tneome and are 
elderly or disabled shall be excluded from monthly 
reportings unless these households file Pa monthly 


reports as_a public assistance recipiente 


Authority: Welfare anda Institutions Code Sections 18904 and 
105536 
Reference: welfare and Institutions Code Section 18901 and 7 


CFR 273021(D)(2)(B)e 


10 














Adopt new Section 63-505e33 and renumber Section 63-50523% to 
read: 


63-505 HOUSEHOLD RESPONSIBILITIES (Continued) 63-505 


e3 Reported Information for Monthly Reporting Households 
(Continued) , 


233 Income_and resources of an alien‘s sponsor and sponsor's 


FE OS A ED ED AS ED Ee aS ae eS AOS EE a AD cn A ae ee ee a ee ae ee cee ee Ee en ee ee 


Se eS aS kee ee ee ty SE  <e  See e  S  e S e oe ee ee ee 


sponsore 


«334 For food stamp purposess households need not provide PA 
only information requested on the CA Te 


Authority: .- Welfare and Institutions Code Sections 18904 and 
105536 - 
Reference: Welfare and Institutions Code Section 18901 and 7 


CFR 2730e21(N)(3)(iii)e 


Li 














Amend Sections 63-804e612 to read: 


63-804 STATE HEARINGS (Continued) 63-804 


6 Continuation of Benefits (Continued) 


e61 Request for Continuation of Benefits (Continued) 


e612 


Authority: 


Reference: 


If the request for a hearing does not positively 
indicate tnat tne household has waived 
continuation of benefitse the CWO shall assume 
that continuation of benefits is desired and shall 
issue the benefitss in accordance with Section 
63-804e62 If CwD action is upheld by the hearing 


establisned for_all overissuances as_specified in 
Section 63-801le2136< 


Welfare and Institutions Code Sections 18904 and 
105536 


Welfare and Institutions Code Section 18901 and 7 
CFR 2730e18(b)(L)(iii)e 


i2 
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(1) Amend MPP Section 22-003-e12 and adopt Subsection 22-0032122 


to read: 
22-003 RIGHT TO STATE HEARING (Continued) 22-003 


el (Continued) 


el2 Notwithstanding any other regulatione there is no right 
to a state hearing when either state or federal law 
requires automatic grant adjustments for classes of 
recipients» unless the reason for the request for the 
state hearing is incorrect grant computatione 


2l21l1 In the event of such automatic grant adjustmente 
the Office of Chief Referee shall promptly review 
the requests for state hearing to determine 
ahether the basis for a request is the automatic 
grant adjustmente See Section 22-054. 


(a) If the hearing officer determines that the 





—_—— et ee eee 


Authority: Welfare ang Institutions Code Sections 10553 and 
10554. 
Reference: welfare and Institutions Code Section 10950 and 


Turner ve McMahone 











(2) Amend MPP Section 22-C54el to read: 


22-05% DISMISSALS (Continued) : 22-054 


el Except in the AFDC Program tthe Office of the Chief Referee 
shall deny or dismiss a request for a hearing where the sole 
issue is one of state or federal law requiring automatic 
grant adjustments for classes of recipients and aid shal? not 
be continued in the amount that claimant would nave been paid 
| if the adjustment had not been madee Otherwise a request for 
hearing shall not be dismissed orior to the hearing unless it 
has been withdrawn or abandonede 





Authority: Welfare and Institutions Code Sections 10553 and 
105546 


References: welfare and Institutions Code Section 10950 and 


a 
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(1) Amend MPP Section 22-003-12 and adopt Subsection 22-003e122 
to read: ; 


22-003 RIGHT TO STATE HEARING (Continued) 22-003 


el (Continued) 


212 Notwithstanding any other regulatione there is no right 
to a state hearing when either state or federal law 
requires automatic grant adjustments for classes. of 
recipients» unless the reason for the request for the 
state hearing is incorrect grant computatione 


2ei2l In the event of such automatic grant adjustmente 
the Office of Chief Referee shall promptly review 
the requests for state hearing to determine 
whether the basis for a request is the automatic 
grant adjustmente See Section 22-054. 
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hearing was not _a law change until the time of the 
hearinge 
(a) If _ the hearing officer determines that the 


Authority: Welfare ang Institutions Code Sections 10553 and 
10554.e 
Reference: welfare and Institutions Code Section 10950 and 


Turner ve McMahone 




















(2) 


Amend MPP Section 22-C54el to read: 


22-054 DISMISSALS (Continued) . 22-054 


ol 


Except _in_ the AFOC Program ¥the Office of the Chief Referee 
shall deny or dismiss a request for a hearing where the sole 
issue is one of state or federal tltaw requiring automatic 
grant adjustments for classes of recipients and aid shall not 
be continued in the amount that claimant would have been paid 
if the adjustment had not been mades Otherwise a request for 
hearing shall not be dismissed prior to the hearing unless it 


has been withdrawn or abandonede 


Authority: welfare and Institutions Code Sections 10553 and 


105546 


References” Welfare and Institutions Code Section 10950 and 


Turner ve McMahon 




















£TATE OF CALIFORNIA FACE SHEET (See Instructions on Reverse) 


S » @@p00' (3/83) 2 
<= (OAL-4) ORD # 1084-51 
. FOR FILING ADMINISTRATIVE REGULATIONS oa el 
henge ITH THE OFFICE OF ADMINISTRATIVE LAW NG—lA) A 7 
REECE FR SIUN Aig | 


Deneh2}2 4 45,2hbiBthy FILED 


= 


% ~ “ is 
OTACE. 0 | 4. ATTACHED ARE REGULATIONS ADOPTED We the fice ate of California 
ADDR ATYE, WayENDED OR REPEALED BY: Te de deal 
ENBORSED FEB ha eS 


Ath 2 So'clock- 


2 ers, tae tz; 
'"g 


DEPARTMENT OF S 
(AGENCY) 





LEAVE BLANK (AGENCY OFFICER AUTHORIZED TO S IT REGULATIONS) LEAVE BLANK 


AGENCY CONTACT PERSON AND POSITION Dan Fleek, Regulations Analyst TELEPHONE 445-0313 


2. Indicate California Administrative Code Title and specify sections to be amended, adopted, and/or repealed: 
__, SECTIONS AMENDED 
Title: a a 

















(See Attached List) 





SECTIONS ADOPTED 





SECTIONS REPEALED 








3. TYPE OF ORDER (CHECK ONE) 
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LIST OF REGULATIONS AMENDED 
x 


Section 63-103.1 

Section 63-107.42 and .85 

Section 63-201.5 

Section-301.44, 0412, .512, and .532 

Section 63-401 

Section-402.311, «42, .611, .621, and .622(c) 


Section 63-403.12, .13, «14, .15, «16, .17, .18 
and .21 


Section 63-501.521 
Section 63-502.31 and .34 
Section 63-601.2 


Section 63-603.11, 2.12, 013, 14, 221, 03, 2313, 
2314, 232, 041, and .425 

Section 63-605.621(d) 

Section 63-704.11, 2111, «112, «113, .21, 222, 


023, 0231, 02352, 0271, o272_ 2d, 229, 
and .291 


Section 63-706.1 ry e111, 0112, 12, 14, «15, 
16, and 3 


Section 63-708.1 and .2 
Section 63-803.1, «24, and .3 


Section 63-804.2, .3, 4, +5, .642, and .7 




















Amend Section 63-103el as shown: 


63-103 AOMINISTRATIVE AUTHORITIES 
el FNS Delegations to State agemey SDSS 


state agemey SDSS shall be responsible for the administration 
of the program within the statee 














Amend Sections 63-1O7e4le and e429 and «85 as shown: 


63-107 BENEFIT REDUCTIONs SUSPENSION» OR CANCELLATION 


PROCEDURES (Continued) 


«4 Affected Allotments (Continued) 


63-107 


42 Allotments or portions of allotments representing 
restored or retroactive benefits for a prior unaffected 
month shall weetd not be reducede Suspended» or 


cancelleds even though they are issued 
affected monthe 


during an 


«8 Effects of Reductionss Suspensionss or Cancellations on the 


Certification of Eligible Households (Continued) 


«85 Households whose certification period expires 


month in which allotments have been reduceds 
or cancelled shall be recertified according 
63-50404%66 





during a 
suspendede 
to Section 











Amend Section 63-201.e5 as shown: 
63-200 PROGRAM REQUIREMENTS 63-200 


63-201 GENERAL TERMS AND CONDITIONS 63-201 


°5 Records and Reports 


Eounttes CwOs shall keep such records and submit such reports 
and other information as required by SDSSe 











Amend Sections 63-30le41s 04129 05129 and e532 to read: 


63-301 


APPLICATION PROCESSING TIME STANDARDS (Continued) 63-301 


«4 Delayed Actions (Continued) 


05 


e41 Determining Cause 


The county wetfare deparement CWD shall first determine 


the cause of the delay using the following criteria: 
(Continued) 


412 


Delays that are the fault of the eounty wetfare 
department CwD includee but are not limited tor 
those cases where the CwO failea to take the 
action described above in Section 63-301411 {a 
through d)e 


Expedited Service 


e51 Entitlement to Expedited Service (Continued) 


e512 


Migrant or seasonal farmworker households wno are 
destitute as defined in Section 63-503+43-6 


°53 Processing Standards (Continuea) 


0532 


Drug Addicts ana Alcoholics and Residents of Group 
Living Arrangements 


For residents of drug addiction or alconolic 
treatment and rehabilitation centers ana residents 
63-402e4 who are entitled to expedited servicers 
the CWD shall mail ATP or couponse or have the ATP 
Or coupons available to be picked up no later than 
seven working days following the date the 
application was filede 

















Amend Section 63-401 as shown: 


63-401 RESIDENCY 63-401 


A household must be living in the county in which it files an 
application for participatione No individual May participate as 
a member of more than one households or in more than one county 
in any montn except for eligible resiaents of shelters for 
battered women and cnildren (see Section 63-50325846) ano were 
program participants in the dwelling of the abusere The CwOD 
shall not interpret residency to mean domicile which is sometimes 
defined as a legal place of residence or principle nomee Tne CwD 
shall not impose amy durational residency requirementse A fixed 
residency is not required; for examples migrant campsites satisfy 
tne residency requiremente Nor shall residency require an intent 
to reside permanently in the county. Persons in a county solely 
for vacation purposes shall not be considered residentse 

















Amend Sections 63-402e31lls «429 eblle e521l*e and e622 as shown: 


6 3-402 


HOUSEHOLD CONCEPT (Continued) 63-402 


°3 Boarders (Continued) 


o31l 


63-402 


(Continued) 


e311 Such individual shall not be consigered a member 
of a participant or applicant nouseholds nor snall 
the income and resources of boarders be considered 
available to such householdse Howevers the amount 
of payment that a boarder gives to a household for 
lodging and meals shall be treated as 
self-employment income to the hnouseholde The 
procedures for handling self-employment income 
from boarders (other than such income received by 
a household that owns and operates a commercial 
boarding house) are set forth in 63-503-542-e The 
procedures for handling income from boarders by a 
housenold that owns and operates a commercial 
boarding house are set forth in 63-503-54le For 
Program purposes a commercial boarding house is 
defined as an establishment Yicensea as a 
commercial enterprise which offers meals = and 
lodging for compensatione In counties without 
licensing requirements» a boarding house shall be 
defined as a commercial establishment which offers 
meals and lodging for compensation with the intent 
of making a profite Tne number of obdoa'‘ders 
residing in a boarding house shall not be usi2d to 
determine if a boarding house is a commercial 
enterprisee 


HOUSEHOLD CONCEPT (Continued) 63-402 


4 (Continued) 


042 


Narcotic addicts or alcoholics whose for the purpose of 
regular participation in-a drug or alcohol treatment ang 
renabilitation programs reside st a treatment centere 
An individual must be a resident of tne center = ana 
participating in tne treatment or rehadilitation program 
to qualify for the Food Stamp Program as outlined in 
Section 63-50345647~6 














If the spouse and/or family members reside at the 
treatment or rehadilitation centers but do not receive 
treatment and the center customarily provides meals for 
residents. the spouse and/or family members are 
residents of an institution and are not eligible for 
food stamp benefitse If the treatment or rehabilitation 
center does not provide meals to the spouse and/or 
family members residing at the centers tne spouse and/or 
family members are roomers and may participate in the 
Food Stamp Program as separate households if otherwise 
eligible as specified in Section 63-402e26 


63~402 HOUSEHOLD CONCEPT (Continued) 63-402 
«5 (Continued) 
Pree (Continued) 


e611 Making application for tne programe When the head 
of the household or the spouse cannot make 
applications another housenold member may apply or 
an adult nonhousehold member may be designated as 
the authorized representative for that purpose. 
The head of the household or the spouse = should 
prepare or review the application - whenever 
possibdlese even though another thouseho'd member cr 
the authorized representative will «<ctually oe 
interviewede In conjunction wath these 
Provisionss another household membere or tne 
household*’s authorized representative may complete 
work registration forms (DE 8435 FS) for those 
household members required to register for worke 
The CWO shall inform the nousehold that tne 
household will be held liable for any overissuance 
which results from erroneous information given by 
the authorized representatives except as provided 
in Section 63-503-566 and Seettren 63-805476~4 
Adults who are nonhousehold members may oe 
cGesignated as authorized representatives for 
certification purposes only under the following 
conditions: 


«62 (Continued) 


e621 The residents of drug or alconolic treatment 
centers shall apply and be certified for Food 














2622 


Stamp Program participation through the use of an 
authorized representative who shall be an employee 
of and designated by the institution that ts 
administering the treatment and rehabilitation 
programe The institution shall apply on behalf of 
each addict or alcoholic and shall receive = and 
spend the coupon allotment for food prepared by 


and/or served to the addict or alconolice The 
institution shall be responsible for complying 
with the requirements set forth in Section 


63-50345647e Each resident participating in tne 
treatment program shall be certified as a one 
person housenold without regard to a spouse and/or 
family members who may or may not reside at the 
treatment centere 


(Continued) 


Ce In any casee the group living arrangement 
is responsible’ for complying with the 
requirements set forth in Section 
63-503454486 If the group Taving 
arrangement has itsS status as an authorized 
representative suspended by FNS {as 
discussed in 63-503459478)>s residents 


applying on their own behalf snall still be 
able to participate if otherwise eligible. 











Amend Sections 63-403el2s “el3e els el5e elbe elte 218s and e2l 
as shown: 


63-403 CITIZENSHIP ANDO ALIEN STATUS 63-403 


el Citizens and Eligible Aliens (Continued) 


el2 An alien lawfully admitted for permanent residence as an 
immigrant as definea in Sections 101(a)(15) and 
101(a)(20) of the Immigration and Nationality Act CINA) & 


e13 An alien who entered the United States prior to June 30% 
1948+ or some later date as required Dy lawe and nas 
continuously maintained residency in the United States 
since thene and is not ineligible for citizenshipe but 
is considered to be lawfully admitted for permanent 
residence as a result of an exercise of discretion by 
the Attorney General pursuant to Section 249 of the 
Ematgratron and Nattomatity act INA. 


e14 An alien who qualified for conditional entry because of 
persecution or fear of persecution on account of racer 
religions or political opinion or because of being 
uprooted by a catastrophic natural calamity pursuant to 
Section 203(a)(7) prior to April le 19803 Section 207% 
Section 208 of the immtgrattenm and Natienatity act INAe 


el5 An alien granted asylum through an exercise of 
discretion by the Attorney General pursu:.nt to Section 
208 of the Emmtgratton and Natteratity set INA} 


e1& An alien lawfully paroleg into the United States as a 
result of an exercise of discretion by the Attorney 
General for emergent reasons or reasons deened strictly 
in the public interest pursuant to Section 212(d)(5) of 
the tmmtgratton and Nattomattty Aet INAe A majority of 
the Vietnamese and Cuban refugees were aamitted under 
this statutory provisione 


el? An alien Tiving within the United States to whom the 
Attorney General has withheld deportation pursuant to 
Section 243(nNn)(1) of the tmmtgqratton and Natronati+ty Act 
INA because of the judgment of tne Attorney General that 
the alten would otherwise be suoject to persecution on 
account of retes religions or political opinion. 


el18 An alien who was lawfully agmitted for permanent 
residence into the United States as an immigrante as 
defined in the tmmtgratton and Nattromattty xet IN&e 

















Section 101(a)(15) and Section L01i(a)(20)+5+ Dy relying 
upon an affidavit of support in order to overcome 


Section 212(3)(15 of the tmmtgratten and Nattronatrty 


e2 Ineligible Aliens (Continued) 


e2l 





Income and Resources 


The income and resources of an ineligiple alien who 
would be considered a household member if it were not 
for his/her ineligible alien status snall be determined 
available to the household in accordance with Section 
63-503 254496 


10 

















Anend Section 63-5012521 to read: 


63-501 RESOURCE DETERMINATIONS (Continued) 63-501 


e>5 Resource Values (Continued) 


052 (Continued) 


e521 


The entire value of any licensed vehicle shall be 
excluded if the vehicle +s meets any_ of the 
following conditions: 


aw 


dw 


fe 


Used primarily (over 50 percent of the time 
the vehicle is used) for income-producing 
Purposes such aSe but not limited tor a 
taxis truck or fishing boat; 


Annually producing income consistent with 
its fair market values even if used only on 
@ seasonal basis; 


Necessary for long distance travele other 
than daily commutinge that is essential to 
the employment of a household member; for 
examples the vehicle of a traveling sales 
person or a migrant farm worker following 
the work stream; 


Necessary for subsistence hunting or 
fishing; 


Used as tre housenold'*s home ande 
therefores excluded under section 
63-SO0Le3(a)e 


Necessary to transport a physically 
disabled household member regardless of the 
purpose of such transportation (limitea to 
one vehicle per pnysically disabled 
housenold member)e The vehicle need not 
have special equipment or be used primarily 
Dy or for the transportation of the 
physically disabled household member e 
Howevers a vehicle shall be consicerea 
necessary for the transportation of a 
physically disabled housenold member if the 
vehicle is specially equipped to meet the 
specific needs of the disabled person or if 
the vehicle is a special type of vehicle 


Ll 




















that makes it possible to transport the 
disabled persone 


The exclusions in (a) through (e) of this 
section will apply when the vehicle is not 
in use because of temporary unemploymente 
such as when a taxi driver is il? and 
cannot worke or when ai fishing boat is 
frozen in and cannot be usede 
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Amend Sections 63-502631 and 63-502.34% to read: 


63-502 INCOMEs EXCLUSIONS AND DEDUCTIONS (Continued) 63-502 
»3 Income Deductions (Continued) 


e3l1 Standard Deduction. A standard deduetton Alloweaq ona 
per households per month +3 attewed basise 


63-502 INCOME» EXCLUSIONS AND DEDUCTIONS (Continued) 63-502 
«3 income Deductions (Continueg) 


34 Dependent Caree Payments for the actual costs’ for the 
care of a child or other dependent when necessary for a 
household member to accept or continue employments seek 
employment in compliance with tne jon search criteria 
(or an equivalent effort by those not Subject to joo 
search)s+ or attend training or pursue education which is 
preparatory to employmente This deduction shall not 
exceed the current maximum +m as_ specified _1n Handbook 
Section 63-1L10L. 
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Amend Section 63-60le2 to reaa: 


63-601 COUNTY WELFARE DEPARTMENT RESPONSIBILITIES (Continued) 63-601 


ec County Contracted Issuance Agents (Delegation of Issuance of 
Food Coupons) 


Although eligibility determination and certification 
processes are required functions of the eounty wetfare 
department CwO and cannot be delegated» the issuance and 
storage of food coupon books can be hanaled in a variety of 
waySe The eceunty wetfare department CwO may itself issue ang 
store stampse Other possible alternatives include issuance 
and storage Dy an intracounty agreement with another 
departments or by contract with federal or state credit 
unionss bankss federally or state chartered savings and loan 
associationse United States Postal Services or otner public 
or private agencies that are fiscally responsiblee In all 
cases the county wetfare department CWD must retain final 
responsibility for food coupon issuance and is liable for the 
activity of its agentse In additione the eounty wetfare 
department CWwD is liable for all losses of COUPONSs which 
occur prior to depositing the coupons with the postal service 
tSeetton 63-605et7#}+» even if those losses are the result of 
the performance of issuances securitys or accountapility 
duties by another partys Geunttes CwWOs must establish the 
fiscal responsibility of nonbank agents* consider their 
integrity» evaluate their prior: business character and 
consider financial and technical resources pefore entering 
into a contractual agreemente Use of retail food stores that 
are authorized to redeem coupons as issuance agents is 
pronibitede [ssuance activities assigned to any entity in 
tne same inter-related corporate structure with an authorized 
retail food store is not to be encouragede Howevers such 
entities may be coupon issuers if they are fiscally 
autonomouse physically separate and employ a different trade 
name from the retail food store. Contracts with all such 
entities must be approved by the FSPMB-SDSS prior to 
executione The assignment of issuance activities to firmns 
within the confines of retail fooa stores is also not 
encouragede Howevers eounttes CWOS may contract with a bank 
or credit union tocated in such facilities . provided that it 
is financially independent of the retail grocer and is 
chartered under federal or state lawe Each issuance agent 
must mave one or more officially designated receiving agents 
responsible for suomitting bulk requests for coupon DOOKSs 
and for receipting for them upon arrival. 


L4 

















Amend Section 63-603ell*s el2e el3e and ol4s e2le 038 03139 e3l4e 


and 2323 


63-603 


and e4l and e425 as shown: 


MAIL ISSUANCE 63-603 


el General Provisions 


ell 


el2 


13 


014 


Types of Mail Issuance 


An ATP mail issuance system is one which uses. an 
authorization document as an intermediate step in mail 
issuances A non-ATP mailing system is one whicn goes 
not use an authorization documente The systeme controls 
and forms designed by the eounty CwD to operate an ATP 
er non-ATP coupon mail issuance system must be approved 
by the FSPMB-SDSS and FNS. 


Mail Issuance Log 


Tne eeunty CWO shall establish ang maintain a mail 
issuance log (OFA 300) to record requests for mail 
issuance and the date and dmount of coupons issuede 


Mail Issuance Controls 


All) operations involving the maintenance of coupon 
inventory recordse assembly of coupon allotmentses 
envelope stuffinge and preparation of envelopes’ for 
mailing shall» if at all possibley be performed by at 
least two personse If these functions are performed by 
one persons a second party review shall be made to 
verify coupon inventorys tne reconciliation of the mail 
issuance logy and the number of mailings preparede 
Offices using prestuffing methods must provide for dual 
accountadility during the stuffing and addressing 
operations and maintain a perpetual coupon’ inventory 


control and mail issuance logs. The eeuney CwD shall 
establish controls which prevent a participant from 
odtaining coupons through both the mai) and 


over-tne-counter issuance systemse 
Postal Relations 


The eeunty CWO shall consult with appropriate postal 
officials concerning the schedule for mailing couponse 
the approximate volume and value of tne mailingss tne 
type of envelopes to be useds and maintain a liaison 
with postal officials to facilitate prompte efficients 
and safe delivery of coupon mailings to nousenolds. 


L5 














o2 


03 


0% 


ATP Mail Issuance 
e2l Request for Mail Issuance 


In an ATP mail issuance systems eounttes CwOs~= shall 
provide the household with a means of requesting mail 
issuance by the suomission of their ATP carde This 
System may be accomplisned by providing a space on the 
ATP for the recipient to designate mail issuances or the 
use of a separate form in conjunction with the ATP carde 
The receipt of the ATP card with the proper designation 
would constitute a request for mail issuance. 


The issuance transaction must be completed provided that 
the mail issuance request (a Signed ATP or a Separate 
form) iS postmarked in the issuance month and is 
received by the mail issuance site by the fiftn of the 
following monthe 


Non-ATP Mail Issuance 


Ceunttes CWOS wishing to implement a non-ATP mail issuance 
System must conform with the provisions outlined in Section 
63-603el as well as the following: 


231 Coupon Delivery (Continued) 


e313 Counttes CWOS shall ensure that coupons are not 
mailed to concentrations of households within the 
same Zip code area on the same daye 


031% Eounttes CwWOs may obtain waivers of these 

requirements by providing tne FSPMB-SDSS with 

‘adequate documentation to indicate that thefts 

from the mail will not present a significant 
probleme 


232 Information Statement 
Ceuntres CwOs that elect to use this method must submit 
a DFA 298+ Food Stamp Information Statemente to reflect 
this cnangee This form must be submitted to FSPMB-SDSS 
prior to the actual implementation of this method of 
issuancee 

tIR Mail Issuance 

«41 Request for Mail Issuance 
In an HIR card systeme the eeamty CWO must require that 


the initial request for mail issuance pe submitted in 


L6 











042 


writinge Thereafters Mail Issuance Request Form OFA 301 
shall be mailed each month with the coupon allotments of 
those households participating by maile Householas may 
not receive both mail and over-the-counter issuance in 
any one monthe The forme theretoree is valid only 
during the month it is issued for provided tne househola 
nas not received coupons over-the-counter during tne 
issuance period. 


The issuance transaction must be completed provided that 
the Mail Issuance Request is postmarked in the issuance 
month and is received by the Mail Issuance site by the 
fiftn of the following monthe 


Ceunttes CWOs may elect not to send Form DFA 301s to 
households which have initially requested mail issuance 
but which have not used their OFA 301se Households 
shall be advised of eoeunty CwD procedures in this 
regarde They maye howevers request agains either 
verbally or in writinge to participate by maile and the 
county CwD shall send them the appropriate month's DFA 
301s 


OFA 301s Returned as “Undeliverable" (Continued) 


e425 If the household has moved within tne countys the 
certification office shall prepare a Notice of 
Adverse Action (DFA 377e1) and mail it to the old 
addresSe This document is forwardaple and may 
reach the household although tne DFA 301 did note 
Tne certification office need not take any further 
action to locate the nouseholg as it is the 
household‘s responsibility to report such changes 
in circumstancese 


Should the household contact the eeunty Cd for 
its DFA 301+ the Mail Issuance Request usually 
would be reissued on the same basis of issuance. 
Howevers the eeunty CWD may elect to reissue tne 
DFA 301 Dased on changed household circumstancess 
as establisned at the time of contacte if the new 
basis of issuance is favorable to the cliente 
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Amend Section 63-5052621(d) as shown: 


63-605 COUPON/ATP REPLACEMENTS (Continued) 63-605 


e6 Exchange of Old Series Food Coupons for New Series Food 
Coupons (Continued) 


e62 (Continued) 
e621 Exchange Performed by CWOse (Continued) 


(d) A consolidated form FNS-?3647L stall oe 
completed and attached to the original ana 
Guplicate of Form FNS-250% Food Stamp 
Accountability Reports at the end of each 
monthly reporting periode The consolidated 
Form FNS-*36471 must be signed by the same 
official who signs Form FNS-250. One copy 
of the consolidated form shall be retained 
for audit purposese 
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Amend Sections 63-70Gelle ellle ell2s and ell3;s and e2ls e222 
e230 e23le 02320 e27lae De Cv e2l2e 028 029% and 291 as shown: 


63-704 


COUPON OISTRIBUTION AND REQUISITION 63-704 


el Distribution of Coupon 


ell 


Coupon inventory managemente Tne eeunty CWO snal) 
establish a coupon’ inventory management system which 
ensures that coupons are requisitioned and inventories 
are maintained in accordance with the requirements of 
these regulationse 


elll The eounty CWO shall monitor the coupon 
inventories of the coupon issuers and bulk storage 
points to ensure inventories are at proper levels 
and are not in excess of the reasonable needs of 


the coupon issuersSe The county CwO shall 
considers among other things» in determining tne 
reasonable inventory needse the ' ease and 


feasibility of resupplying such inventories from 
storage supplies within the eeunty CWO as well as 
from the manufacturere The inventory levels at 
coupon issuers and bulk storage points should not 
exceed a2 six-month supply» taking into account 
coupons on hand and on ordere 


ell2 The eounty CwO shall establisn an accounting 
System for monitoring the inventory activities of 


coupon issuerSse The eeunty CWD shall review the 
Form FNS 250 from coupon issuers and bulk storage 
poOiIntse to determine the propriety and 


reasonableness of the inventoriese Forms FNS 2619 
advices of shipments Form FNS 300¢ advices of 
transfers or an FSPMB-SDSS approved forme and 
reports orf returned mail~-issued couponse reports 
of replacements of mail-issued couponse FNS 309¥ 
advtees of transfery or am F5PMH-S85S apprevea 
fermy and reperts ef overage of food coupon books 
and physical inventory controls shall be used by 
the ceunty CWO to assure the accuracy of monthly 
reports and their compliance with required 
inventory levels and the accuracy and 
reasonableness of coupon orderse 


e113 Coupon controlse The eeunty agenmey CWO Shall 
establisn control = and security procedures to 
safeguard couponse similar to those used to 
protect currencye The eounmty CwO and all persons 
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or organizations acting on its benalf shall take 
the necessary precautions toa: (1) safeguard 
coupons from thefte embezzlemente 1o0sSe damages or 
destruction; (2) avoid unauthorized transfer, 
negotiatione or use of coupons; (3) avoid issuance 
and transfer of altered or counterfeit coupons; 
and (4) Promptly report in writing to the 
FSPMB-SOSS and FNS any losse theft or embezzlement 
of couponse The exact nature of security 
arrangements will depend on eeunty CwO evaluation 
of local coupon issuance and storage facilitiese 
These arrangements must permit the timely issuance 
of coupons while affording a reasonable degree of 
coupon securitye (See Section 63-60le2<) 


e2 Coupon Requisitions 


e21 


022 


023 


Coupon requisitioninge The eeunty CWD or its contracted 
issuance agent shall arrange for the ordering of coupons 
and the prompt verification and written acceptance of 
the contents of each coupon shipmente The eounty CwO 
shall furnish the appropriate delivery hours and the 
names of the persons authorized to sign delivery 
acknowledgements by submitting tne appropriate DFA 298, 
Information Statemente 


FNS review of requisitionse FNS will assess the 
reasonableness and propriety of food stamp requisitions 
submitted by the eeunttes CWOs based on prior inventory 
changes and will notify the county of any adjustments 
made to requisitionse 


Specimen couponse FNS will provide nonnegoticsole 
specimen coupons to eounttes CWOs and firms upon written 
request for the purpose of educating and training 
employees on program operationse 


e231 The eounty CWD or firm shall store specimen 
coupons in secure storage witn access’ limited to 
authorized personnel. The county or firn shall 
keep a perpetual record of specimen coupon 
inventorye 


e232 Specimen coupons that are mutilated» improperly 
manufactureds or otherwise unusablese snall ove 
destroyed by the eeunty CWwD or firme Such 
destruction shall ve witness2d by two persons and 
noted on the perpetual inventory record maintained 
for specimen coupons. 


Transfers of Coupons 
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026 


e2/7l Procedure 


whenever a transfer of coupons occurs between two 
issuing agents or eeunttes CWOs with different 
reporting point code numbers» the following 
procedure is required: 


(a) Both county wetfare cepartments CwOs must 
consent to the transfere The initial 
correspondence concerning sucn transfers 
should be between the two wetfare 
departments CwOse I[t is suggested that tne 
sending eounty CWO take steps to verify the 
initial requests eeges by calling the 
receiving county to determine if the 
original contact was authorized. 


(0d) The sending eeumey CWDs or its contracted 
agente must initiate the Advice of Transfer 
Form (FNS 300)* exhibdited in Cnapter 
63-1L1LO0~ This form will accompany the 
coupons to the receiving eeunty CWO to 
document the original contacte 


(c) Upon receiving the shipment of couponse the 
receiving eounty CWO or agent will complete 
the remainder of the document and return a 
receipted copy to the sending eounty CwD or 
agent for his/her files. 


(d) The receiving eeunty CWO or agent will 
attacn the original and copy one of tne FNS 
300 (or PS 3508) to the FNS 250 report for 
the month in which the transfer was 
accomplished as supporting documentation 
for submission to FNS. 


e272 Responsidilities of Counties 


Eeunttes CWO will arrange for coupon transferse 
FSPM-SOSS staff will assist only in those cases 
where a.statewide shortage existse 


FNS Shipment of Coupons 


FNS will ship couponss printed in such denominations e2s 
it may determine necessarys directly to tne eeunty4s 
CWOs designated receiving pointse FNS will promptly 
advise the eeunmty CWD in writing wnen coupons are 
shipped to receiving points using Form FNS 261e Coupons 
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shall be considered delivered to the county CWO when FNS 
or its carrier has a signed receipte 


Shipment of Coupons by the €eunty CWO 


e291 





Once coupons have been accepted by receiving 
pointse any further movement of the coupons 
between coupon issuers and bulk storage points 
within the county is at the risk of the eounty 
CWDe TO Minimize the risk of loss* coupons should 
usually be snipped by armorea care armored 
veniclee armored tractor/trailers or the Postal 
Servicee Movement of coupons by any of these 
methods of transportation is normally appropriate 
because stringent security is applied and the risk 
of loss is usually borne by the carriere 
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Amend Sections 63-706ell? ellls ell2v e14e 015% and e153 ana «3 


as shown: 


63-706 


ATP/HIR RECONCILIATION 63-706 


el Reconciliation 


ell 


el2 


o1l3 


014% 


In ATP issuance systems, the esenty CWO shall verify the 
numoer of transacted ATPs received from the coupon 
issuers and the total value of documented coupon 
issuancese (See Section 63-706e3 for more details on 
processing and reconciliation of executed ATP cardse) 


elll ATP batches not reconciled shall be maintained 
intact by the eeunty CWO until the discrepancy is 
resolved with the coupon issuere 


ell2 Following receipt and verification of the final 
batcn of ATPs for the months the eounty CWD shall 
aetermine the total value of authorized issuances 
for each coupon § issuere Any expired or 
out-of-county or state ATPs shall pe handled as 
coupon issuer errors and shall not be reported as 
documented issuancese (See Section 63-70604e) 


The eoaenty CwD shall clearly differentiate between 
initials supplementals and replacement ATP issuances in 
its accountability systeme 


The coupon issuer shall reconcil.s its issuance on a 
daily bDasise 


Reconciliation of ATPs with the HIR Master File 


The eounty CWO shall post and reconcile all transacted 
ATPs against the HIR master filee Tne reconciliation of 
ATPs shall be accomplished at the level in the county 
where the HIR was created from the Notices of Change. 
This posting and reconciliation shall» at a minimums 
include for each ATP a comparison of tne total coupon 
allotmente The eounty CWO shall merge the records of 
the manually prepared initials supplemental, and 
replacement ATP issuances with the HIR master file prior 
to posting and reconciling the transacted ATPse Because 
ATPs issued after the 25th of the month may be redeemed 
in tne following month and because supplemental ATPs may 
be issued during the monthe tne eeunty CwO shall 
establish a mechanism for the redemption and 
reconciliation of more than one valid ATP in one monthne 
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Howevers ATPS issued to replace ATPs reported lost or 
stolen = shall pe separately identifiables as the 
transaction of both the original and replacement aTP 


represents a duplicate issuance which must ode so 
reportede 


el15 Identification of Unreconciled ATPs 


The eceunty CWD shall identify all transacted ATPs that 
are not reconciled with the HIR master file as expiredys 
duplicatede altereds stolene counterfeits or out of 
countye This identification snall be used to establish 
the liabilities of the eeunty CwO for determination of 
corrective or claims actione 


el6 HIR Reconciliation to the Case Files 


In an HIR issuance systems the eeumty CWD shall conduct 
a semiannual comparison of the active and inactive HIR 
Cards against the case filese At a minimums 20 percent 
of both open and closed HIR cards shall be selected at 
random for the comparisone The eeunty CWO may limit 
selection of cases for review to those which were active 
during the previous six monthse If the eouenty CwOd 
discovers an HIR card during the review for which a case 
file cannot be located» the eeunty CWO snall conduct a 
total review of the active case filese The eounty CwO 
shall immediately document and report any discrepancies 
discovered during the semiannual review to FNSe 


Processing Executed ATP Cards 
ATP reconciliation must be accumplisnea as described below 


unless eeunttes CWOs receive specific written approval from 
FSPMB-OSS for use of alternative procedures. 
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Amend Section 63-708el and «2 as shown: 


63-708 ISSUANCE RECORO RETENTION AND SECURITY 63-708 


el 


a2 


Availability of Issuance Records 


The eounty CwO shall maintain issuance records for a period 
of tnree years from the month of origine This period may ve 
extended at the written request of FNS. 


ell Issuance records shal! includes at a minimum: Notices 
of changer HIR cardse inventory recordss transacted ATPs 
or similar authorizing documentse Forms FNS 250" and 


substantiating documentse cashier’s daily reportss 
receptionist’s daily tally snheetse and tne HIR master 
filee 

el2 In Vieu of the records themselves» microfilms 
microficnee or computer tapes may be maintaineds as long 
as they are easily retrievavle _ for audit review 
pur posese 


Control of Issuance Documents 


The eeumty CwO shall control all issuance documents which 
establisn household eligibility while tne documents are 
transferred and processed within the countye The county CwO 


shall use numbers» batchings inventory control logse or 
similar controls from the point of initial receipt through 
the issuance and reconciliation processe The eeunty CwOd 


shall also insure the security and control of ATPs in transit 
From the manufacturer to the county welfare officee 
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Amend Sections 683-803e0ele e24+¢ and «3% as shown: 


63-863 RETURN OF COUPONS 63-803 


el Refund of Purchase Requirement 


e2 


e3 


In the event of voluntary termination of participation in tne 
program by a household or death of tne head of the nouseholde 
properly issued coupons may be returned to FNS’ for a refund 
on the same ratio of cash to coupons as was applied oy the 
esounty CwD in the issuance of the coupons to the householde 


Filing Refund Request (Continued) 

22% Shall nave the unused coupons attachede The eeunty CwO 
shall also provige a copy of the refund request to the 
household as a receipt for tne couponse 


FNS Payments 


Eeunetes CWOs shall forward all claims to FNS for paymente 
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Amend Sections 63-804e29 39 e442 «59 e64l»s and e?s and renumber 
Section 63-8042631 to e64ls 2641 to 6429 and ©4642 to e643 as 


snhowns 
63-804 STATE HEARINGS (Continued) 63-804 
e2 Notification of right to request nearinge At the time of 


3 


4 


applications each household shal! be informed in writing of 
its right to a hearings of the method by which a hearing may 
be requestede and that its case may be presented by a 
household member of a representatives such as a Tegal 
counsels a relatives a friend or other spokespersone In 
additions at any time the household expresses to the county 
CwO that it disagrees with a eounty CWD actione it shall pe 
reminded of the right to request a state hearinge If there 
is an individual or organization available that provides free 
legal representation in the county» the household shall also 
be informed of that service. 


Hearing requeste A request for a hearing is definea as a 
clear expressions oral or writtens by the household or its 
representative to the effect that it wishes to appeal a 
decision or that an opportunity to present its case to a 
higher authority is desired. If it is unclear from the 
household*®s request what action it wishes to appeals the 
county CWO may request the household to clarify its 
grievancee The freedom to make a request for a hearing shall 
not be limited or interfered with in any waye 


Agency conferencese The eeunty CWO shall offer agency 
conferences t«: households which wish to contest a denial of 
expedited se' vice under the procedures in 63-301le5e« Tne 
county CWD may also offer an agency conference to nouseholds 
adversely affected by an agency actione The eeounty CwO shall 
advise households that use of an agency conference is 
optional and that it shall inno way delay or replace the 
State hearing processe The agency conferences may be 
attended by the eligibility worker responsible for the agency 
actions and shall be attended by an eligibility. supervisor 
and/or the agency directors and by the household and/or its 
representatives An agency conference may lead to an informal 
resolution of the dispute. Howevers a State hearing must 
still be held unless the household makes a written withdrawal 
of its request for a hearinge ‘ 


e41 An agency conference for households contesting a denial 
of expedited service shall be scheduled witnin two 
working days» unless the household requests that it ove 
scheduled tater or states that it does not wish to have 
an agency conference. 
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Time period for requesting hearinge A household shall be 
allowed to request a hearing on any action by the eounty CwD 
or loss of benefits which occurred within the prior 90 dayse 
In additions at any time within a certification period a 
household may request a state hearing to dispute its current 
Tevel of benefits. 


Continuation of Benefits (Continued) 
°64 Changes Pending the Hearing Decision 


063241 Any monthly reporting household whose benefits 
have been continued shall continue to file monthly 
reports (CA 7) until the end of its certification 
periode 


©6442 Once continued or reinstateds benefits shall not 
be reduced or terminated prior to the receipt of 
the official tearing decisions unless any of the 
Situations specified in Sections 63-804-64%2(a) 
through (f) occurs while the nearing decision is 
pending: 


°6423 The CWD shall notify the household as specified in 
Section 63-504e261 whenever benefits are reduced 
or terminated pending the nearing decision. 


Timely Action on Hearing Decisions 


Decisions which result in an increase in nousehold benefits 
shal? be reflectrd in the coupon allotment within 10 days of 
the receipt of the hearing decision even if the eounty cwO 
must pr-vide a supplementary ATP or otherwise provide’ the 
household with an opportunity to obtain the allotment outside 
of the normal issuance cyclee Howeverse the eeounty CwO may 
take longer than 10 days if it elects to make the decision 
effective in the householtd*’s normal issuance cycles provided 
that the issuance will occur within 60 days from the 
household*s request for the hearinge Decisions which result 
in a decrease in household benefits shall be reflected in the 
next scheduled issuance following receipt of the hearing 
decisione 
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Amend MPP Section 43-119e2 and readopt MPP) Sections 43-1194213» 
o214e 0229 0239 e23kh9 0232 and e233 to read: 


43-119 


SPONSORED ALIENS (Continued) 43-119 


«2 Individual Sponsors (Continued) 


221 


22 


The provisions of 43-1192 apply only to  atiens: 
(Continued) 


«213 «ho apply for AFDC for the first time after 


214 for a period of three years from. the date 
establisned by Immigration __and_ Naturalization 
Service as the date of entry for permanent 


shall_be deemed to be the _income_and_ resources _of the 
sponsored aliene __See_ Sections 44-133-19 for the 
determination of tne amount of this incomes and Section 
42-205e5 tor the determination of the __amount__of 
resourcese 


e232 To obtain the cooperation from his/her __sponsor 














Authority: 


Reference: 


welfare and Institutions Code Sections 10554 and 
10604¢.e 


welfare and Institutions Code Section LLOOBel35 45 
CFR 233<5le : 
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b. Building standards as defined in Section 18969 of the Health and Safety Code (Gov. Code Sec. 11343). 
c. Conflict of Interest regulations (Gov. Code Sec. 87300 et seq.). 


Note: Regulations that have a fiscal impact on state, local or federal government or result in reimbursable costs to local government or 
school districts should be discussed with the Department of Finance. See Government Code Sections 11346.5(a) (6), 11349.1 and 
S.A.M. Sections 6050-6057. 


a. Provide the publication date of the Notice Register in which the initial notice regarding these regulations appeared. 
b. Provide the date on which the regulatory agency adopted the regulation(s). 


c. If the regulations were modified subsequent to the hearing or written comment period, provide the date the modified regulations were 
made available to the public. Note that this date must be at least 15 days prior to the date indicated in (b.) above. 


Check appropriate box. This information is for statistical purposes. 


Part 9. Effective Dates—check one of the following: 


a. If regulations are to be effective 30 days after filing with the Secretary of State. 
b. If an effective date other than (a.) is required by statute, provide the date and the statutory citation(s). 


c. If a designated effective date is being requested, please include a letter specifying the date the regulation(s) should take effect and 
the reason for the earlier effective date. Requests are granted by OAL for good cause shown. 


d. If an effective date later than (a.) is requested, provide the date. 


Filing Requirements 


The following material must be submitted when filing regulations with OAL: 


e Seven (7) copies of the regulations. Note: Use underline/strikeout to indicate changes in an existing section. Repeal of an entire section 
may be indicated by placing a diagonal slash through text. For adoption of new section, underscore is not required. 


e Acompleted Face Sheet for Filing Regulations With the Office of Administrative Law, form STD 400 (OAL-4) attached to the front of each 
copy of the regulations, with at least one Face Sheet bearing an original signature. 


« Complete rulemaking file, with index and sworn statement. (See Government Code Section 11347.3 for full list of rulemaking file contents 
and Appendix 13 of OAL Regulations Handbook for a rulemaking file checklist.) 
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DAL File #84-0927-3 


ORD #0884-37 


CERTIFICATE OF COMPLIANCE - Section 113460l(e)+s Government Code 


The Department of Social Services nereby certifies that it has 
complied with the provisions of Sections 11346e4 through 113468 
inclusive of the Government Codes within 120 days of the 
effective date of the following emergency regulations which were 
filed with the Secretary of State on September 279 1984s and 
which became effective on October 1s 19B4. 





Manual of Policy and Proceduresse Divisions 40% 429 439 and 44% 
Sections: 


Amended Adopted Repealed 
40-18142243(a) ¥*% 42-213eL1LK and e2K** 44-101e3 Intros 
42-2110e253% 440111024 and e47(*)(**) Paragrapne e321 
42eZ2130e2d 44-113e217 and 624 0323 and 324 
43-201 ¢ 3** 44-1134e214(a) and (bd) 
44-101) oe 322% — 06 325 j *e9) (EEX) 

o39 and eS27#EX 
44-LL Le 2.5% 9 22249 0 232 

e2329 0232(Aa)e e24y BEX 

and e3c(1l) 
44-L1LZe2lle e214 *** 

e217T9 #2189 e22*¢9 

and ee (*% 
44-133031¥*_9 0631(a)s 

e9le and 293 
44-20T« 113+ el2ls 

and 0«2%* 
44-3520121 





* This Certificate of Compliance applies also to editorial 
corrections to Sections 42-21lie2; 44-113e622c [formerly 44- 
1912325(b)(2)(D) Js and new 44-11346624c; 44-1Llle4/f1l; and 44- 
113022 filed with the Secretary of State November ls 1984 (see 
rulemaking filer exnidit M-3)-. 


= Sections 42-2130e2K; 43-201le3e 0329 and ©3335 44-LL1Le473 44- 
113073 44-133-3149 and 44-207e2i11(0) were further amended 
effective January 18s 1985 in a separate set of SDSS 
regulations entitled “ORD #1184-58/DEFRA 2". For 
identification purposess all overlapping “DEFRA 2" revisions 
in these sections have been enclosed in Drackets (see 





rulemaking files Exhibit M-4)-e This certification applies to 
all revisions in these sections which were adopted by 
emergency effective October ls 1984 and which are not enclosed 
in bracketSe Bracketedse ORD #1184-58 revisions will be 
| certified after tne Departments March 69 7s and 8¢ 1985 public 
| hearing of these specific revisionse 


x: AS a result of the Department's November 28s 1984 public 
hearing of these regulationss the following sections nave been 
revised in response to pudlic comment and at the Department's 
instancee For identification purposes» these final 

| modifications are depicted in strike-out and undertine (see 

| rulemaking files Exhibit M-4)-. 


Amended Adopted Repealed 

44-101Le32 Introe 40-1812243(a) 
Paragraph 

44-10120527 

GG-l1Le21l29 e 224s e241 and «242 

44-1130214 

44-1130e61(e)9 (NM) and 2622(c) 





a re re te a a ae a ee a a ee ——- 


LINDA Se MCMAHON Date 
Director 


ae [ncbrahn [a s/Es 





























(1FM) Repeal MPP Section 40-1814243(a) to read: 


40-181 CONTINUING ACTIVITIES AND DETERMINATION OF ELIGIBILITY 40-181 
(Continued) 


«2 Periodic Determination of Eligibility (Continued) 


e24 Criteria for Evaluating Information Reported on the CA 
Te (Continued) 


0243 The following information or , evidence shall be 
provided before the appropriate deduction = or 
disregard from earnings is allowed: (Continued) 


tay} & standard werk expense disregard shatt be 
attowed when tnformatiton prevwitded +5 
sufftetent to determine that the reetpient 
was emptoyed at some time during the month 
tsee Seetton 44-1135214}s5 


x 


ny 
Authority: Welfare and Institutions Section 10553; AB 1557+ 
Stats 1984s Chapter 1447s Section l4e 
Reference: Public Law Noe 98-3699 Section 2622 (July 1lde 


1984) 98 State 11349 1984 UeSe Code Congressional 
and Administrative NewSe Noe GA [codified as 42 
USC 602(a)(8)(A)(11))3 49 Federal Register 35601 
(198%) [codified in 45 CFR 2334620(a)(11)(1)(8) Je 














(2) Amend MPP Section 42-211-253 to read: 


42-211 PROPERTY ITEMS TO BE INCLUDED IN EVALUATING PROPERTY 42-211 


WHICH MAY BE RETAINED (Continued) 


°2 Personal Property to be Included (Continued) 


25 Al¥ Other Personal Property Including: (Continued) 


0253 


Authority: 


Reference: 


eee 





The net market value of funeral agreements not 
exempted from evaluation as personal property 
under Section 42-213<«2de. 


welfare and Institutions Code Section 105536 


AB 1557+ Stats 19842 Chapter 1447 {codified as 
Welfare and Institutions Code Section 11158);3 
Public Law 98-3699 Section 2626+ (July 18* 1984) 
98 State 11369 1984 UseSe Code. Congressional and 
Administrative NewSe Noe 6A [codified as 42 USC 
6€02(a)(7)(8)}3 49 Federal Register 35599 (1984) 
{codified in 45 CFR 233420(a)(3)(1)(4) Je 























(3) Adopt new MPP Section 42-213<ellk to read: 


42-213 PROPERTY ITEMS TO BE EXCLUDED IN EVALUATING 42-213 
PROPERTY WHICH MAY BE RETAINED 


el Real Property To Be Excluded 


ell The following items are to be excluded in evaluating 
real property: (Continued) 


Ke A maximum of one burial plot for each member of 
the assistance unite For purposes of this 
sections a burial plot is defined as an interment 
spacee crypt or niche intended for the interment 
of the applicant or recipiente 


Authority, . welfare and Institutions Code Section 105536< 


Reference: AB 15579 StatSe 1984s Chapter 1447 (codified in 
Welfare and Institutions Code Section 11158)% 
Public Law Noe 98-369s Section 2626 {July 18¢ 
1984) 98 State 1136% 1984 UeS- Code Congressional 
and Administrative NewsSe Noe 6A {codified as 42 
USC 602(a)(7)(8)j}s 49 Federal Register 359599 
(1984) [codified in 45 CFR 233420(8)(3)(1) (3) J- 




















(4) Amend MPP Section 42-213e2d and adopt Section 42-213e2k to 
reads 


42-213 PROPERTY ITEMS: TO BE EXCLUDED IN EVALUATING 42-213 
PROPERTY WHICH MAY BE RETAINED (Continued) 


e2 Personal Property to be Excluded (Continued) 
de The following funeral agreements: 


(1) Money or securities placed in an irrevocable trust 
for funerals cremation or interment expenses with 
any of the trustees mentioned in Section 7736 of 
the 3usiness and Professions Codee 


An irrevocable truste within the meaning of this 
section is a written agreement between the 
applicant or recipient and the trustee(s) which 
expressly provides that the trust agreement is 
irrevocables and that the trustee obligates 


» . a 
himself to apply the money held in trust for the 
funerale cremation or interment of the applicant 
or recipiente 
Trustees mentioned in Section 7736 of the Business 
and Professions Code are limited to: 
(a) A banking institution or trust company 
legally authorized and empowered by the 
State of California to act as trustee in 
the handling of trust fundse 
or 
(Db) Not less than three personss one of whom 
may be an employee of the funeral director 
who is entering into a Preneed Funeral 
Arrangement aS provided in Business) and 
Professions Code Sections 7735 «through . 
1742-6 : 
(2) Life or bpturial insurance purchased specifically 


for funerals cremation or interment expenses whicn 
is placed in an irrevocable trust or which nas no 
loan or cash value available to the insured during 
nis lifetimee Included are: 


(a) An insurance policy on the life of the 
applicant payable to a DbDeneficiary wno nas 

















(3) 


(4) 


(5) 


<2 Personal 


Authority: 


Reference: 








irrevocably agreed to apply the proceeds 
from the insurance for funerale cremation: 
or interment of the insurede 


{b) An insurance policy which is payable on 
death to the estate of the insured = and 
tnuSe in effecte becomes a resource 


earmarked for buriale 


Securities by a licensed cemetery authority which 
by their terms are convertible only into payment 
for funerals cremation or interment expensese 


Money or securities placed by the applicant or 
recipient in an insured savings institution as an 
irrevocable trust with tne applicant or recipient 
as trustee for the provision of funeral services 
upon the applicant's or recipient's deathe 


One other bona fide funeral agreement for each 
member of the assistance unit not to exceed 
$14500. If the net market value exceeds £149500¢% 
the excess over $1500 shall be treated as a 
resource included in the property limit described 
in Section 42-207e. For purposes of this sections 
other bona fide funeral ‘agreements are defined as 
preneed funeral agreements between the applicant 
or recipient and a_ licensed cemetery authority or 
licensed funeral director for funerals cremations 
or interment servicese (Continued) 


Property to pve Excluded (Continued) 


K Tne first $50 of current child{/spousal } 
support disregarded as income under Section 
44-111-e47 shall be excluded both during the 
month it 1S received by the county and when 
it 18 received by the assistance units if 
differente 


welfare and Institutions Code Section 10553; AB 
1557-e Statse 1984s Chapter 14475 Section 14. 


AB 155T7¢ Statse 1984s Chapter 1447 {codified in 
welfare and Institutions Coge Section LL15%8)3 
Public Law NOe 98-369" Sections 2626+ 2640 (July 
18-e 1954)+2+ 98 State 11369 11459 1984 UeSe Code 
Congressional and Administrative WNewSes NOe oA 











{codified as 42 USC 602{a)(7)(B) and 42 USC 
675(b)J}s 49 Federal Register 35599, 35600 (1984)- 
{codified in 45 CFR 233220(a)(3)(1)(4)% 45 CFR 
232e20 and 45 CFR 2334¢20(a) (4)(11)(j) Je 


The revisions enclosed in brackets in 42-213-22k were adopted 
via separate Department of Social Services (DSS) emergency 
regulations entitled “ORD 1184-S2/DEFRA 2" effective January 
18* 1985-e See Item 1 of the DSS Notice of March 6% 7+ and 8» 
1985 Public Hearing: (January 18+ 1985 edition of the 
California Administrative Notice Register )e 














(5) Amend MPP Section 43-2013 Introductory Paragraphe 32 and 
e33 to read: 


43-201 CHILD AND SPOUSAL SUPPORT AND PATERNITY (Continued) 43-201 


23 Child and Spousal Support Collections (Continued) 


When support payments are made the county welfare department 
shall, determine’ the effect of those payments on the 
eligibility of the AFDC recipient familys. {hts seetion 
deats onty wtth the determinetton of financtat etigtdttity 
where a support payment has Been made to the Strstrict 
attorney or some other county agency or where the rectprent: 
has received the support payment and forwarded +t to the 
appreprrate agencys 31] If a recipient has received a 
support payment directly from an absent parent and he or she 
does not send the payment to a county agency [as required 
under Section 43-1O7e26}»9 the welfare department § [shalt] 
notify the District Attorney (Section 43-201e215) and treat 
the payment as [wunearned tneeme tm the menth recetvede 
follows: j 


[ -3263t] (Continued) 


[+3332] When the welfare department receives a notice of 
collection [amount and disregard computation} (e{ 3+32] 
above)e it shall redetermine the AFOC recipient tamily‘s 
eligibility in accordance with Section 44-207. This 
means that the amount of the collection on the current 
support ovdliygations after allowing the disregard in 
Section 44-1lle47s will be used in estimating financial 
eligibilitye 


{ -32331] (Continued) 
{ -32332] (Continued) 


[¥33-234] When the child{/spousal] support collection is 
distributed under Section 43-203+ certain payments will 
be made to the familye j 


[ #3342342} Any payment made to the family [under 
Sections 43-207-13 and el15} from child[ /spousal ] 
support collected in any month 1S considered 
available income in the month received [except as 
speertred tn “4-ttte4Ft }e 

















(5) 
33 





Amend MPP Section 43-201.23 Introductory Paragraphs 32 and 
to read: ; 


43-201 CHILD AND SPOUSAL SUPPORT AND PATERNITY (Continued) 43-201 


os 


Child and Spousal Support Collections (Continued) 


when support payments are made the county welfare department 
shatl determine’ the effect of those payments on the 
eligibility of the AFDC recipient familye [Fhts seetion 
deats onty with the determination of financtat etigibtrtity 
where @ <stpport payment fas been made to the Brstrict 
Attorney or some other county ageney or where tne rectprent: 
has recetved the support payment and forwarded +t to the 
approprtrate agencys 31] If a recipient has received a 
support payment directly from an absent parent and he or she 
does not send the payment to a county agency [as required 
under Section 43-107e26jy the welfare department [shall} 
notify the District Attorney (Section 43-201-e215) and treat 
the payment. as [tnearned tneome tm the month recetveds 
Follows: ] 


{ e3203t) (Continued) 


{-33532] When the welfare department receives a notice of 
collection [amount and disregard computation] («[ 3432] 
above)e it shall redetermine the AFOC recipient family*s 
eligibility ain accordance with Section 44-207. This 
means that the amount of the collection on the current 
Support obdliyations after allowing the disregard in 
Section 44-111e4¢7s will De used in estimating financial 
eligibilitye 


{ -32331] (Continued) 
{ -32332] (Continued) 


(¥33-234]) When the child[/spousal]} support collection 15s 
distributed under Section 43-203s certain payments will 
be made to the familye i 


{ =33%-2342] Any payment made to the family funder 

Sections 43-2074613 and 15] from cnild[ /spousal ) 
support collected in any month 18S considered 
available income in the month received {[exeept as 
speettred tpn “4—-t1104F je 

















Authority: Welfare and Institutions Code Section 105533; AB 


15579 StatsSe 1984, Cnapter 14479 Section 14. 


Reference: AB 15579 Statse 1984 Chapter 1447 {codified in 


st 


Welfare and Institutions Code Section 11158}; 
Public Law Noe 98-3695 Section 2640 (July 18, 
1984)+s 98 State 11459 1984 UeSe Code Congressional 
and Administrative Newss Noe 6A [codified as 42 
USC 675(b))3 49 Federal Register 35600 (1984) 
{ codified in 45 CFR 232-20 ana 45 CFR 
233220(3)(4)(ii)(j))- 


The revisions enclosed in brackets were adopted via separate 
Department of Social Services (DSS) emergency regulations 
entitled “ORD 1184-52/DEFRA 2" effective January 18s 1985.6 
See Item 1 of the DSS Notice of March 69 Te and 8s 1985 
Public Hearing - (January 18% 1985 edition of the California 
Administrative Notice Register). 























(6FM) 


44-101 


Amend MPP Section 44-101e32 through .324 to read: 


INCOME DEFINITIONS (Continued) - 44-101 


«3 Current Income (Continued) 


032 


Current income includes Earned Income Credit (€IC) 
payments when actually received as advance payments or 


as a 


Single payment at the end of the tax yeare See 


Section 44-207e«4e An individual is considered eligible 
to receive advance or year-end EIC payments if all of 
the following conditions are expected to be met or have 


2321 


0322 


0323 


324 


The amount of his/her yearly “adjusted gross 
income" (including that of the spouse) is expected 
to be less than $11s000 “Adjusted gross income" 
refers to the amount used for IRS tax purposes; 
eegee for 1980 adjusted gross income was reported 
on Form 1040a¢ line 11 or on Form 1040s line 3l-. 


The individual is expected to. have at least one 
child living with him/her in the United States for 
the entire year except when the child 1S away at 
school or on vacatione The child must’ be one of 
the following: 


(1) Tne individual’*s childs stepcnilds or a 
child placed with him/her by an authorizea 
placement agency tor legal adoption (even 
if the child becomes the reciprent's 
stepchild or adopted childs or is placeds 
Gguring the year); or any other child cared 
for as his/her own cnild for the wnole 
years unless the child*s natural or 
adoptive parents provide more than nalf ot 
the support for that yeare 


If the individual is marriedse that a joint tax. 
return ts expected to be filede 


If the tndividual is unmarried or Viving apart 
From his/her’ spouses that he/sne 1S expected to 
pay at least half the cost of keeping up his/her 
nousehaulde AFDC payments which are useug to pay 
part of the cost of keeping the housenold are not 
counted as amounts furnished by the individudle 




















«325 


«326 


Authority: 


' Reference: 


All the earned income is expected to be from 
sources inside the United States and not eligible 
for exclusion or exemption as foreign income or 
income from UeSe possessionse 


Fither the individual expects to claim an 
exemption for the child living with him/her or 
ne/she expects to qualify as head of household for 
IRS tax purposese 


Welfare and Institutions Code Sections 105533 AB 


1557+ Stats 1984, Chapter 1447s Sections 14 


Public Law Noe 98-3699 Section 26292 (July 18> 
1984) 98 State 11379 1984 UeSe Code Congressional 
and Administrative Newsse Noe 6A [codified as 42 
YSC 602(d)(1)]3 49 Federal Register, 35601 (1984) 
{codified in 45 CFR 233+20(a)(6)(ix)) 


- 


10 














(7) Renumber 
read: 





MPP Section 44-101e325 to 4%4-113-e6 and amend to 


{(7FM) Amend MPP Section 44-113651(e) and (h) and e622(c) to 
read: ] 


44-113 


NET INCOME (Continued) 44-113 


e6& Reconciliation of Advanced Earned Income Credit (EIC) to 
Year-End EICe 


ofl 


Definitions 


(a) 


(b) 


{c) 


(d) 


(e) 


(9) 


Advanced EIC: The total EIC advanced to the 
recipient during the tax yeare This figure is 
obtained from the IRS forms wW-2s 1040 or 1040Ae 


Year-End EIC: The year-end EIC entitlement for 
the tax yeare This figure is obtained from the 
IRS forms 1040 or 1040Ae oo 


Year-End EIC Payment: The payment. made to the 
taxpayer when the year-end EIC is greater than the 
amount of the advanced EICe. 


Actual Advance EIC: The EIC actually received by 
the individual on a monthly basis during the tax 
yeare 


Assumed E1C: The monthly EIC used by the county 
to determine the AFDC grant when the individual 
would be eligible to receive advance EIC paymentse 
but nas not applied or is not yet receiving theme 
EIC payments shall not be assumed for payment 
months after September 300 1984. 

Year-End EIC attributable to AFOC: That portion 
of the year-end EIC attributable to the 
individual's term as an employed AFDC recipient _ 
for (or during) the tax yeare For purposes) of 
this definitions the term “on aid" means the 
number of months on aide 


For the tax year: The actual advance EICe assumed 
EICs and earnings received by the recipient during 
the calendar yeare Oisregards will be considered 
as applied to such income in the month of recerptes 
even though the corresponding payment month falls 
outside tne calendar yeare 


il 

















(hh) Reconciliation: The method by which the 
recipient: 
(1) is compensated for AFDC benefits lost due 
to the Overcounting of actual advance EIC.» 
or - 
(2) has his/her countable year-end EIC payment 


adjusted by the amount Of aetuat assumed 


EIC received for the 1984 tax year. 
*62 Reconciliation Methodology 


°621 If the total amount of actual advance EIC which 
was counted in determining the recipient"s net: 
nonexempt earned income received during the tax 
year differs from the year-end EICe reconciliation 
is required. Reconciliation and Payment of any 
resulting EIC adjustment shall oe made to current 
recipients only. 


(a) The recipient is responsible” for Providing 
all information ana documentation necessary 
to complete tne reconciliation computatione 
Such information includes» but is not 
limited tos - the’ recipient's income tax 
return (IRS form 1040 or 1040A) and/or any 
tax refund check received.s If the 
recipient fails to provide necessary 
documentations then reconciliation. shal} 
not be madee 


622 If the tax return shows that the year-end EIC is 
greater than the advanced EIC and the recipient is 
entitled to any Payment from the Internal Revenue 
Service (IRS) the Following reconciliation shall 
be made after sucn Payment is actually received 
from the IRS. 





(a) If the recipient receives a payment from 
the IRS for the previous tax years the 
county shall segregate that portion of the 
Payment which represents the year-eng EIC 
payment from the tax refunde That portion 
shall be treated as lump sum earned income 
ain the month received (see Section 
445-20744).- 


(b) If the recipient farls to provide necessary 


documentation {see MPP Section 
44-1132621(a) above] and the county cannot 


12 











(c) 





establish the amount of the year-end EIC 
Payments the entire amount of the payment 
received from the IRS shall be considered 
an income tax refunde- 


Example: 

ca The year-end EIC Payment is 
$500. 

= The wife worked for one month 
during the tax year and is not 
working when the payment is 
receivede ; 

ae The husband received the 30 and 
1/3 disregard for four months 
and is employed full-time 
earning %600/month when the 
year-end EIC * payment is 


receivede Fwo hundred dottars 
#4266} ETE was advanced for the 
tax year based on the fusband+s 
earningss 


- Both the husband and the wife 
are members of the FBU when the 
year-end EIC payment is 
receivede 


13 























WIFE HUSBAND 
Share of EIC* $250 £250 
Mtnas Advanced ETE - 8 -298 
Plus Other Earnings + 90 +600 
Subtotal $250 $6850 
Minus Standard Work 
Expense Disregard** - 90 - 75 
Minus Dependent Care Disregard — 0 - Qa 
(no expense) 
Minus 390 and 1/3 Disregard*** ~—103 - 0 
Subtotal $147 $5775 
Plus Unearned Income « 0 + 90 
Z Net Nonexempt Income S147 $5775 
Husband $5775 
Wife 4147 
$7922 Total net nonexempt 


income for use in tne 
lump sum computation 
in Section 44-207¢4% 


4 


Year-end EIC is split between the husband and wife 
when both were earners in the tax yeare If only 
one spouse worked during - the tax yeare the 
year-end EIC is attributable only to that earnere 


The standard work expense disregard is applied 
only when other earned income is received at the 
time EIC is receivede 





ROQWVS?S 
te 
} 


3} 


ox The 8301/3 ande as applicables the $30 disregard 
is applied only if there is eligibility to . the 
disregard when the EIC is receivede 


2623 If the tax return shows that the year-end EIC is 
less than the advanced EICes a prompt 
reconciliation shall be made as follows: 


(a) Determine whether the year-end EIC 
attributable to AFDC is greater than the 
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(b) 





total amount of advance EIC counted as 
income for AFDC purposes for the tax yeare 
This is determined as Follows: 
(1) Obtain the monthly entitlement by 
dividing the year-end EIC (as listed 
on IRS form 1040 or LO40A) by the 
total number of months in the tax 
year during which the recipient hag 
earningse 


(2) Multiply the monthly entitlement 
above by the number of months the 
recipient hag earnings while on aia 
during the tax year in order to 
obtain the year-eng — EIC attributable 
to AFDC. 


(3) If the year-end EIC attributable to 
AFOC is greater than the total actual 
advance EIC counted 3s income to the 
FBU for the tax years no further 
reconciliation is necesSsarye 


When the year-end EIC attributable to AFOC 
is less than the total actual advance EIC 
counted as income to the FBU for the tax 


years reconciliation shall be made as 
follows: 
(1) Subtract the year-end EIC 


attributable to AFDC {as determinea 
IN e623 (a)(2) above] from the total 
actual advance’ EIC Payments counted 
3S income to the’ FBuy for the tax 
yeare 


(2) Divide the remainder above by the 
number of months advance EIC payments 
were received for AFOC for the tax 
year to obtain the maximum monthly | 
adjustmente 


(3) Multiply the maximum monthly AFOC 
adjustment above by the number of 
months for the tax year in which the 
£30 and 1/3 Gisregardaq was applied to 
actual advance FIC Ppaymentse 


(4) Multiply the amount above by 2/364 
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(5) Multiply the maximum montniy AFDC 
adjustment in (2) above by the number 
of months for the tax year in which 
actual advance EIC Payments were 
considered income’ for AFDC purposes 
but the £30 and 1/3 disregard was not 
applied. 


(6) Add the amounts in (4) and (5) above 
to determine lost AFDC benefits to be 
adjustede 


(7) The amount in (6) above shall be 
issued as an EIC adjustment paymente 


(c) Example: Computation of the EIC 
adjustment payment . 
Computation Factors 


- Recipient was employed 9 months in the tax 
yeare 


~ Recipient received AFOC during 7 of the 9 
montns he/she was employed during the tax 
yeare 


| - The $30 plus 1/73 disregard was 
| applied in 4 months while aidede 


- The £30 plus 1/3 disregard was 
not applied in 3 months while 
ai dede 

- Actual advanced EIC counted in 
the computation of tne 
recipient's aid Payments for tne 
tax year totaled $300. 


~- Recipient's 1040 or 1040A for 
the tax year indicated: 


- Year-end EIC $350 


- Advanced EIC $400 
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Computation Steps 


Determination of whether EIC counted for AFDC during the tax 


year ($300) was greater than the year-end EIC attributable to 
AFDC: : ; 


(1) ___ $350 [year-end EIC) = $ 38.89 


9 months [months of earnings} [monthly EIC entitlement ] 


[see 44—1132623(a)(1) ] 


[monthly EIC {months of earnings [year-end EIC 
entitlement } while aided} attributable to AFDC } 


[see 44-113.623(a)(2)] 


(3). ($300 - $272222 - = $27.78 
(ELC counted {year-end EIC { overcounteag EIC} 
in AFDC grants attributable . 
in the tax year j to AFDC j 


{see 44—-1132623(bD)(1L) ] 
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If the EIC counted in the computation of AFDC payments 
during the tax year ($300) exceeds the year-end EIC 
attributable to AFOC (3272022), compute’ the EIC 
adjustment payment as follows: ie 


(4) $27-78 [overcounted EIC] = $3.97 
? [months of EIC payments (maximum monthly 
considered while aided] adjustment J 


[see 44-1134623(b) (2) ] 


{maximum (number of aided {total 5] 
monthly months the £30 
adjustment } & 1/3 disregard 


applied to 
advance EIC 
payments } 


{see 44-113-623(b)(3) J 


~ 
(6) $1587 xX 273 ‘= $10.63 
{total (5)] [total (6) } 
[see 44-113.623(b)(4) } 
(7) $ 3.97 x 3 = 11291 
{maximum {number of aided [total (7)]j 
monthly months tne $30 
adjustment ] & 1/3 disregard 
not applied to 
advance EIC 
payments } 
[see 44-1134623(bD) (5) } 
(8) — 10263 + SLL9L = 22254 
{total (6)} [total (7)] - {EIC adyustment 
payment } 
{see 44-1132623(bD)(6) ) 
2-624 The following methodologies shall be used for the 


reconciliation of advance EIC (actual and assumed) 
to year-end EIC for the tax year 1984 when any EIC 
Payments were assumed received for tne months of 
January 1984 througn Septemper 1984 ana were 
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counted in determining the recipient*s net 
nonexempt earned incomee EIC payments shal} not . 
be assumed after September 30s 1984+ If no EIc 
payments were assumed during- tax year 1984+- use 
the reconciliation methodology in «622 and +623 
abovee 


(a) If the recipient fails to provide’ the 
necessary documentation for the following 
calculationse reconciliation shall not be 
madee 


(b) If the tax return shows that the year-end 
EIC is greater than the advance EIC {actual 
and assumed)» the county shall deduct the. 
total advance EIC used in the grant 
computations for the tax year 1984 from the 
1984 year-end EIC paymente The cemainder 
is Jump sum earned = income in the month 
receivede See Section 44-207 e4e 


({c) Example: - 4 


~ Tne year-end EIC payment is 
$500¢ . 


- The wife worked for one month 
during the tax year and is not 
working when the payment 15 
receivede 


ee Tne husband received the 30 and 
1/3 disregard for tour months 


and is employed full-time 
earning s600/month when the 
year-end ELC payment is 


receivede Two hundred dollars 
($200) EIC was assumed for the 
tax year based on the nhusband*s 
earningse 


= Both the husband and the wife 
are members of the FRU when the 
year-end EIC payment is 
recelvede 
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ROOWCAPSA 





WIFE HUSBAND 


Share of EIC# $250 $250 


Minus Assumed EIC - oO -200 
Plus Other Earnings + 0 +600 


Subtotal $250 $650 


Minus Standard Work 


Expense Disregard** - oO - 75 
Minus Dependent Care 
Disregard (no expense) - QO - oO 
Minus 30 and 1/3 
Disregard*** -—103 - 9 
Subtotal $147 $575 
Plus Unearned Income + 90 + 0 
Net Nonexempt Income $147 ° $575 
Husband $575. 


Wife +147 


$722 Total net nonexempt 
income for use in 
lump sum computation 
in Section 44-2074 


% Year-end EIC is split between the 
husband and wife when both were 
earners in the tax yeare If only one 
spouse worked during the tax years 
the year-end EIC is attributable only 
to that earnere 


ex The standard work expense disregard 
is applied only when other earned 
income is received at the time EIC is . 
receivede 


EG The $30+*1/3 disregard is applied only 


if there is eligibility to the 
disregard when the EIC is receivede 


{d) If the 1984 tax return shows that the 
year-end EIC is less than the advance EIC 
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(actual and assumed) reconciliation shall 





be as follows: 


(1) 


(2) 


(3) 


(4) 


(5) 


(6) 


(7) 


(8) 


Subtract — the year-end EIC 
attributable to AFDC [as determined 
from the methodology described for 
actual EIC in e623(a) above] from the 
total advance EIC payments counted as 
income to the assistance unit for the 
1984 tax yeare 


Divide the remainder above by the 
number of months advance EIC payments 
were received or assumed for AFOC for 


the 1984 tax year to obtain the 


maximum monthly adjustmente 


Multiply the maximum monthly AFDC 
adjustment above by the number of 
months for the 1984 tax year in which 
the $30 and 1/3 disregard was applied 
to the advance EIC paymeéntse 


Multiply the amount above by 2/36 


Multiply the maximum monthly AFOC 
adjustment in (2) above by the number 
of months for the 1984 tax year in 
which advance EIC payments were 
considered income for AFuC purposes 
but the $30 and 1/3 disregard was not 
appliede 


Add the amounts in (4) and (9) above 
to determine tost AFDC benefits to be 
adjustede 


Tne amount in (6) above’ shall be 
issued as an EIC adjustment payments 


Example: Computation of the EIC 
adjustment payment 
Computattron Factors 


- Recipient was employed 9 months 1n 
tne 1984 tax yeare 
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- Recipient 





received AFDC during 7 of 


the 9 months he/she was employed 
during the tax yeare 


The $30 plus 1/3 
disregard was applied in 
4 months while aidede 


The $30 plus 1/3 
disregard was not applied 
in 3 montns while aidede 


Advance EIC (assumed and 
actual) counted in the 
computation of the 
recipient*s aid payments 
for the 1984 tax year 
totaled £300. 


Recipient*s 1040 or 1040A 
for the 1984 tax year 
indicatede * 


—- Year-end EIC $350 


“— Advance EIC $400 
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Computation Steps 


Determination of whether EIC counted for AFDC during the 1984 


tax year ($300) was greater than the year-end EIC 
attributable to AFDC: 


(1) - $350 [ year-end EIC) = $38.89 
9 months [months of earnings} [monthly EIC entitlement } 


{see 44—1132623(a)(1)]} 


(2) $38.89 x 7 = $272422 
[monthly EIC {months of earnings [year-end EIC 
entitlement ] while aided} attributable to AFDC] 


[see 4#4-1134623(a) (2) ] 


« 


(3) ~~ s300 - $2724.22 = $27.78 
LEIC counted {year-end EIC { overcounted EIC } 
in AFOC grants attributable 
in the tax year } to AFOC } 


[see 44-1134524(d4)(1)} 
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If the EIC counted in the computation of AFDC payments 
during the 1984 tax year ($300) exceeds the year-end FIC: 
attributable to AFDC ($272022)>¢ compute the EIC 
adjustment payment as follows: = 


(4) ~227TeT8 fovercounted EIC} = 33-97 
7 [months of EIC payments [maximum monthly 
considered while aided] adjustment } 


[see 44-1132624(0)(2) J 


(5) $ 3.97 x 4 = $15.87 
(maximum (number of aided {total (5)} 
monthly months the $30 ; 
adjustment J & 1/3 disregard 


applied to 
advance EIC 
payments } 
{see 44-1132624(d)(3)] 
~~. 
(6) $15.87 X 2/3 = $10.63 
[total (5)] {total (6)]} 


[see 44-1132624(d) (4) J 


(7) $ 3297 x 3 = $11.91 
{ maximum [number of aided [total (7)] 
monthly months the $30 
adjustment } & 1/3 disregard 


not applied to 
advance EIC 
payments } 


[see 44-113.624(d)(5) J 


(8) $10.63 + $1191 = $22.54 
[total (6)] [total (7)}) .[E€IC adjustment 
Payment J 


{see 44-1134624(d) (6) j 


Authority: Welfare and Institutions Code Sections 105533 AB 





1557+ Statse 1984, Chapter 1447s Sections 14 
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Reference: 





Public Law Noe 98-3699 Section 2629 (July 18¢ 
1984)¢ 98s State LL37¢ 1984 UeSe Code 
Congressional and Administrative News» Noe 6A 
{codified as 42 USC 602(d)(1)]s 49 Federal 
Register 35601 (1984) {codified in 45 CFR 


233020(a) (6) (ix) ] 
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(8FM) Amend Section 44-101-e527 to read: 


44-101 INCOME DEFINITIONS (Continued) - 44-101 


°5 Earned Income (Continued) 


e952 Earned income also includes: (Continued) 


0527 


Authority: 


Reference; | 


An Earned Income Credit (EIC) payment received as 
a single payment after the end of the tax year 
(see 44-113-6) or received as advance payment 
under Section 44-101e326 


Welfare and Instituttons Code Sections 10553; AB 
1557e StatSe 1984s Chapter 1447s Sections 14 


Public Law Noe 98-3699 Section 2629 (July 189 
1984)e0 98 State 1137s 1984 UeSe Code Congressional 
and Administrative NewsSe Noe 6A [codified as 42 
USC 602 (d)(L)Jjs 49 Federal Register 35601 (1984) 
[codified in 45 CFR -233420(a)(6) (ix) Jj 
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Child 


e2il 


«2l2 


Autnority: 


Reference: 





(9FM) Amend MPP Sections 44-llle211 and «212 to read: 


44-111 PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-L11 
AS INCOME 


e2 Exemption of Earned Income (Continued) 


e21 Job Training Partnership Act (JTPA) - Earned Income of a 


(Continued) 


All earnings of a child (see Section 42-101 for 
age requirement) which are derived from 
participation in JTPA programs shal} be - 
disregarded from consideration as income for both 
eligibility and grant determinations for up to six 
months per calendar yeare This disregard also 
applies when determining the 185 percent income 
limit for eligibility (see Section 44-207). 


When the six-month disregard has expired and the 
child is a students his/her earnings from JTPA 
shall be disregarded for financial eligibility and 


—— ee es Se 
ne en a re ae ee a ee ere lr 


Welfare and Institutions Code Section 10553 


AB 1557+ StatSe 1984s Chapter 1447 (codified in 
welfare anda Institutions Code Sections 11267); 
Public Law G8-369+ Section 262le (July 18s 1984)s 
98 State 11349 1984 UeSe Code Congressional and 
Aagministrative NewSs Noe 6A [codified as 42 USC 
602(a)(138)]3 49 Federal Register 35600 91984) 
[codified in 45 CFR 233620(a)(3)(x111)]j 























(LOFM) Amend MPP Section 44-111.e224 to read: 


44-111 PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION AS INCOME 44-lll | 


e2 Exemption of Earned Income -- AFDC (Continued) 


22 Student Exemption (Continued) 


#224 


weak 
Authority: 


Reference: 


This exemption is’ applied for purposes of 
financial eligibility (see Section 44-207.23) and 
for purposes of grant determination whether or not 
the student has received aid previouslye When 
determining the 185 percent income limits this 
exemption is applied for up to six months per 
calendar year under for non-JTPA- related earnings 


ber Section 44-207-211(d)e See Section 44-1lle2) 
for JTPA exemptions 


welfare and Institutions Code Section 10553. 


AB 15579 Statse 1984 Chapter 1447 {codified as 
Welfare and Institutions Code Sections 11008-15 
and 11257]% Public taw 98-369; Sections 262l-e 2642 
(July 18» 1984)* 98 State 11349 1146¢ 1984 UeSe 
Code Congressional and Administrative NewSs Noe 6A 
{codified as 42 USC 602{a)(18) ana 42 USC 
602(a)(8)(A))3 49 Federal Register 35600~%8 35601 
(1984) [codified in 45 CER 233¢20(a)(3)(x1x) and 
45 CFR 233220(a) (11) (vi) } 
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(11) Amend Section 44-111-e232(a) to read: 


44-111 PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-111 
AS INCOME (Continued) 


oe Exemption of Earned Income —-- AFDC (Continued) 


«23 30 and 1/3 (Continued) 


2232 


Authority: 


~ . 
Reference: 


The $30 and 173 disregard shall not be applied 
when: 


(a) The 185 percent income limit as being. 
determined as outlined in Section 44-2072 


Welfare and Institutions Code Section 105536 


AB 1557s Statse 1984, Chapter 1447 (codified as 
welfare and Institutions Code Section 11267); 
Public Law Noe 98-369¢ Section 2621 (July 18% 
1984)+5 98 State 1134* 1984 UseSe. Code Congressional 
and Administrative News» Noe 6A {codified as 42 
USC 602(3)(18)); 49 Federal Register 35600 (1984) 
{codified in 45 CFR 233020(a)(3) (xiii) ] 
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(12FM) 


Renumber MPP Section 44-l1L1-24 to «25 and adopt new 
Section 44-111.e24 to read: ers 


PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-111 


44-L11 
AS INCOME (Continued) 
«2 Exemption of Earned Income —-- AFOC (Continued) 
«25 College Work Study Program 
Earned income from the College work Study Program i158 
exempte This exemption is applied for both eligibility 
and grant determination whether or not the student has 
received aid previouslye 
«24 $30 Oisregard 


2241 


0242 


Then the recipient has received the $30 and 1/3 
disregard in any assistance unit for four 
consecutive months as provided in «23 aboves 
he/she shall be eligible for a $30 disregard for a 
period of eight consecutive months immediately 
following the end of the four consecutive monthse 
This applies to both financial eligibility and 


If tor any reason the recipient does not receive 
the $30 disregard in a month (eeges ineligible for 
aids terminated employments late reporting etce)» 
that month shall nonetheless count as one of the 
eight consecutive monthse See 44-1134218- If the 
recipient*s aid is restored before the eight 


Example: A recipient works and is eligible for 
and has received the %$30 and 1/3 disregard for 
four consecutive monthse At the end of the fourth 
month the recipient lost -the jobe Two montns 
later he/she goes back to worke The recipient is 
then eligible for the $30 disregard for the six 
remaining monthse ; 


30 























2243 


3244 


Authority: 


Reference: 





(1) (2) (3) (4) (5) (6) 


WORKS WORKS WORKS WORKS NO JOB NO JOB 
$30 & $30 € $30 & $30 & None None 
1/3 1s3 1/3 1/3 
(7) (8) {9) (10) (iL) (12) 
WORKS WORKS WORKS WORKS WORKS woRKS 
£30 $30 $30 $30 $30 $30 


When the additional eight consecutive month period 
has expireds a recipient shall not be entitled to 
receive the $30 disregard again until he/she has 
not received AFDC for twelve consecutive monthse 


For purposes of implementing the $30 disregard 
specified in Section 44-111e241 above effective 
October le 19849 the $30 disregard shall not be 
allowed for a recipient who received the 430 and 
1/3 disregard as specified in Section 44-111.23 
for four consecutive months ending prior to 
Octover ls 1984. ; 


welfare and Institutions Code Sections 10553¢ 
105543 Stats 1984s Chapter 14479 Section l4e 


Public Law 98-369* Section 2623 (July 18s 1984)% 
98 Stat 1134 1984 UeSe Code Congressional and 
Aadministrative News NOe GA 45 CFR Section 
2330e20{(a) (11) (11) (B) (49 Federal Register 
35593-35594+ 3560l*e September 10% 1984)-« 
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{13) Amend MPP Section 44-1lle3c(1) to read: 


44-111 PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-111 
AS INCOME (Continued) 


23 Exemption of Payments from Public Sources (Continued) 


Ce Job Training Partnership Act (JTPA) (Continued) 


(1) 


Authority: 


Reference: 


PaymentsSe other than earningsSe to a child (see 
Section 42-101 for age requirement) which are 
derived from participation in JTPA programs snal} 
be disregarded as income for both eligibility 
(including the 185 percent income limit) and grant 
determinationse There is no time limit for this 
disregarde This disregard does not apply to 
earnings paid under the Act (see Section 
44-L1L1Le2l)eo 


Welfare and Institutions Code Section 105536 


AB 1557s StatSe 1984 Chapter 1447 (codified in 
Welfare and Institutions Code Section 11267); 
Public Law NOe 98-369" Section 26219 (July 18+ 
1984)+ 98 Stat 1134s 1984 UsS. Code Congressional 
and Administrative NewsSs Noe b6Ae {codified as 42 
USC 602(a)(18)]3 49 Federal Register 35600 (1984) 
[codified in 45 CFR 233020(a)(3)(x1i1) Je 
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(14) Adopt MPP Section 44-L1l1le47 to read: 


PAYMENTS EXCLUDED OR EXEMPT FROM CONSIDERATION 44-111 


44-111 
AS INCOME (Continued) 
34 Exclusions or Exemptions of Other Payments and _ Income 
(Continued) 
e47) Child{[ /Spousal} Support Disregard 


The first $50 per month of current child[{/spousal } 
support paid to ofr on behalf of an assistance unit shall 
be disregarded when determining both eligibility and, 
grant amounte [tris disregard appttes onty to current 
ehitd support payments and does net appty to speusat 
support of to ehitd support payment other ehan current 
paymentss]}] See Section 42-21342(K)-« 


e471 when the child[ /spousalj support: payment is 
received by the countye the amount of the current 
support payment which is paid to ‘the assistance 
unit shall be disregardede - This disregard is 
applied in the mouth in which’ the child{ /spousal } 
support payment is. received by the county for 
eligibility determination and applied in the month 
in which the disregard payment is received by the 
assistance unite if differents for eligibility and 
grant determinatione 


~~. 


e472 When [the 2a current } child{ /spousal] support 
payment is directly received by the assistance 
unit from the absent parents the first $50 of such 
payment is disregarded and the balance of the 
support payment 15 considered income to the 
assistance unite [See Section 43-201 .31LHH } 


e473 The total amount of the current child[ /spousal } 
support disregard attributable to any month shall 
not exceed $50 per assistance unit regardless of 
whether the child{/spousal] support is received by- 
the countys with a portion paid to the assistance 
units or the [eh+t+d] support {payment]) 1s received 
by the assistance unit directlye If in the same 
month tne assistance unit receives a disregard 
payment from the county attributable to a prior 
month and also receives a current {ermrtd) support 
payment directly from an absent parent({ /spouse je 
the assistance unit shall be entitled to both 
disregardse If the assistance unit receives 32 
payment from the county which consists Gf payments 


33 














from current child[/spousal ] support for more than 
one months the $50 limit shall apply only to the 
total child{/spousal} support disregard for the 
month to which the disregard is attributable. 


For examples the county received current 
child{/spousal}) support payments of $150 in 
Januarys $150 in February and issued the 
assistance unit a payment of $100 in Marche The 
total $100 shall be disregarded in March for 
purposes of determining eligibility and grant 
Since it is attributable to January and Februarye 


AOODOSHXI 


Authority: Welfare and Institutions Code Section 10553; AB 


1557e Stats 1984¢ Chapter 1447,» Section 14e 


Reference: Public Law Noe 98-3699 Section 2640 (July 18, 


Bt 


1984)s 98 State 11450 1984 UeSe Code’ Congressional 
and Administrative Newss Noe 6A [codified as 42 
USC 675(b)J}3 49 Federal Register 35600 (1984) 
[ codified in 45 CFR 232220 and 45 CFR 
233220(a) (4) (11) (5) Je : 


a. 


The revisions enclosed in brackets were adopted via separate 
Department of Social Services (DSS) emergency regulations 
entitled "ORD 1184-S52/DEFRA 2" effective January 18+ 1985. 
See Item 1 of the OSS Notice of March 6% 7s and 8e 1985 
Public Hearing (January 18+ 1985 edition of the California 
Administrative Notice Register )e 
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(15) Amend MPP Section 44-113e211 to read: 


44-113 


‘NET INCOME (Cont inued) - 44-113 


22 «Earnings (Continued) 


021 


Computation of Net Nonexempt Earned Income for Aid to 
Families with Dependent Children 


To determine the amount of Net Nonexempt Earned Income 
for the monthe the following steps shall be taken: 
(Continued) 


e211 Oetermine the total amount of COMMISSiONSe wages 
Or salary earned aS an employee during or 
applicable to the month {ieee total income 
irrespective of expensese voluntary or involuntary 
deductions)e Include any = actual advanced EIC 
paymentse See Section 44-101-32. -To determine 
total earnings for the months some?. earnings may 
have to be allocated to the month pursuant to 
Section 44-102. Also» the monetary value of any 
in-kind earned income per Section 44-115 Shall be 
included. Do not include earnings exempted in 
entirety under Section 44-111.22. 


Authority: Welfare and Institutions Code Section 10553; AB 


1557e StatSe 19849 Chapter 1447+ Section 14. 


Reference: Public Law Noe 98-369+ Section 2629 (July 1B 


1984)*2 98 State 1137s 1984 UeSs Code Congressional 
and Administrative Newsy Nose 6A {codified as 42 
USC 602(d)(1))3 49 Federal Register 35601 (1984) 
[codified in 45 CFR 233020(2)(6) (ix) je 
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(L6FM) Amend MPP Section 44-113e214 to read: 


44-113. NET INCOME (Continued) 44-113 


«2 Earnings (Continued) 


«21 Computation of Net Nonexempt Earned Income for Aid to 
Families with Dependent Children , 


To determine the amount of Net Nonexempt Earned Income 


for 


the months the following steps shall be taken: 


(Continued) 


e214 


Authority: 


Reference: 


Apply the standard work expense disregard of %75 
for the month the income was earned to the amount 
in 2213 for each recipient emptoyed or 
setf-emptoyed tn the month to whteh the earntags 


are attributabtee 


Welfare and Institutions Code Section 105533 AB 
15579 StatSe 1984+e Chapter 14479 Section 14. 


Public Law 98-3699 Section 26229 (July 189 1984)+s 
98 State 11349 1984 UeSe Code Congressional and 
Administrative NewSe Noe 6A [codified as 42 USC 
602(a)(B8)(A) (ii) Js 45 Federal Register 356001 
(1984) [codified in 45 CFR 233420(a)(11)(i)(B) Je 
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(17) Adopt new MPP Section 44-113«e217s amend and = renumber 
current MPP Section 44-113-217 to 218% renumber current MPP. 
Section 44-1L13-e218 to e219 and amend MPP Section 44-113e22 to 
read: 


44-113 NET INCOME (Continued) 44-113 


e2 Earnings (Continued) 


«21 Computation of Net Nonexempt Earned Income for Aid to 
Families with Dependent Children 


To determine the amount of Net Nonexempt Earned Income 
for the monthe the following steps shall be taken: 
(Continued) 


e217 For each recipient who is eligible to receive the 
additional $30 disregards subtract $30 from’ the 
amount remaining after application of «214 and 
e215 above (see Section 44-111.24)« * 


- 


e218 The deductions in 0214s e215 o216% and e217 shall 
not be allowed if the recipient: (Lt) failed to 
make a timely report of earned income’ that month 
as required by Sections 40-1254922 and 440-181-225 
or (2) terminated employments reduced earnings or 
refused employment without good cause within tne 
pudget period or the 30 days immediately prior to 
the budget periode (Good cause shall be evaluated 
using the standards defined in Section 
41-442e113)5 or {3) voluntarily requests 3 
discontinuance for the primary purpose of avoiding 
the 4 consecutive month timitation on receipt of 
the £30 and 1/3 disregarde 


e219 Add together the amounts remaining after 
application of the above sections for each 
recipiente This total 3aS net nonexempt earned 


income for the FBUe 


«22 Examplee An FBU consists of a mothers two preschool 
children and two teenage sonsy ages 15 and 16-6 The 15 
and 16-year olas are not in schoole ; 


The mother 18 employed for 20 days» works over 100 
nourse and earns $600~e The 15 year old son earns $170 
and the 16 year old earns $140. Child care expenses are 
$160 for the tirst pre-school child and 3130 for the 
seconde The mother 1s no tonger eligible for the $30 
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and 1/3 disregards but 18s still 
disregarde Her teenage sons are 
and 1/3 disregarde Net nonexempt 
month is computed as follows: 


eligible for 
eligible for 


the £30 
the $30 


earned income for the 


Step (1) Compute remainders for each recipiente 


(a) For the mothers: 


£600 gross wages 


- 75 standard work expense disregard 
-160 child care for first preschooler 
-130 child care for second preschooler 


-_30 disregard 


$ 205 remainder for mother 


(b) For the 15-year-old: 


$170 gross wages 


- 75 standard work expense disregard 


52 $30 plus 1/3 deduction 


$ 43 remainder for 15-year-old 


(c) For the 16-year-old: 


$140 gross wages 


- 15 standard work expense disregard 


- 42 $30 plus 1/3 deduction 


$ 23 remainder for 16-year-old 


Step (2) Combine remainders for each recipient 


105545 AB 1557s StatSe 19849 
14. 


Cnapter 1447s 


(a) $ 205 mother 
(bd) $ 43 15-year-old 
(c) + $ (23 16-year-old 
(d) $ 27h net nonexempt earned income of the 
householde 
Authority: Welfare and Institutions Code Sections 10553 and 


Section 
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Reference: 


Public Law 98-3698 Sections 2622 and 2623 (July 
18 1984)>5 98 State 1134¢ 1984 UeSe Code 
Congressional and Administrative News Noe 6As 45 
CFR Sections 233-20(a)(11)(1)(8) and 
233020(a)(11)(11)(B) (49 Federal Register 3560ly+ 
September 10¢ 1984)-« 


39 




















(18) Amend MPP Section 44-113e7 to read: 
44-113 NET INCOME (Continued) : 44-113 
e? Child Support which is paid to the recipient by the absent 
parent and not forwarded to the county or which is collected 
by the county and paid to the recipient pursuant to Section 
43-203-13 and «15 shall be considered available income when 
received[y exeept as specifted ta 44-111twoF Je 
“Authority: Welfare and Institutions Code Section 10553; AB 
1557e StatsSe 19849 Chapter 1447s Section 14. 
Reference: Public taw Noe 98-369 Section 2640 (July 18s 
7 1984)0 98 State 1145* 1984 UeSe Code Eongressional 
and Administrative Newss Noe 6A [codified as 42 
x USC 675(b)]3 «9 Federal Register “35600 (1984) 
[codified in 45 CFR 23220 and 45 CFR 
233420(a)(4)(ii)(j) ]> . 
* The revisions enclosed in brackets were adopted via separate 


Department of Social Services (DSS) emergency regulations 
entitled "ORD 1184-52/DEFRA 2" effective January 18s 1985-6 
See item 1 of the OSS Notice of March 64 Ts and 8s 1985 
Public Hearing (January 18% 1985 edition of the California 
Administrative Notice Register). 
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(19) Amend MPP Section 44—-133¢31 to read: 


44-133 


TREATMENT OF INCOME ~— AFOC (Continued) 44-133 


e3 Income in Cases in Which a Parent or Other Caretaker Has Been 
Excluded from the FBU (Continued) 


e31 


If a parent living in the tome is excluded from the 
Family 3udget Unit for reasons other than being a 
recipient of another aid programs a portion of his/her 
income is income to the Family Budget Unite Tnis 
portion is determined as follows: 


e311 Determine’ the parent*s net nonexempt income 
according to Chapter 44-100« Allow disregards in 
Section 44-113 except the £30 and 1/3 oOfre as 
applicables the $30 disregarde 


e312 Subtract the maximum aid for the number of persons 
in the FBUe excluding the parents from the maximum 
aid for the persons in the FS8Use including the 
oarente To this difference add any allowable 
recurring special needs for the excluded parent if 
such needs are verifiede The maximum amount 
allowed for recurring special needs for the 
excluded parent shall not exceed $106 


2313 Subtract the figure determined in 312 from income 
determined in e311 abovee The remaining amount is 
income to the FBUe 


Example: A parent with earned income is 
excluded from the FBU which consists of three 
childrene Monthly gross earned income iS $3506 
Assume MAP for 3 is $506 and MAP for 4 is %601le 


Gross Income $350 
Stangard Work Expense Disregard -_75 
(See Section 44-113«214) 
Net Income : $275 
MAP for 4 $601 = | 
MAP for 3 -506 # 
MAP Differential $ 95 
Verified Special Needs + 9 
$104 
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Net Income 
MAP Differential ¢ Verified 


Special Needs -~104 
Income to FBU . $171 
MAP for 3 $506 * 
Income to FBU -17l 

Grant ; $335 


=MAP amounts are subject to changee Use currently 
applicable amounts specified in 44-315<4lle 


{=3t4 then an exctuded parent*s needs are met by «a 
stepparenty that portion of the exetuded parent*s 
znaceme counted as trncome to the FEU +5 determrned 
by subtracting from gross tracome att dtsregards 
attowed tm Section 44-113 exeept the £398 and 173 


ery as apptteabtev the 439 disregards Fre 
remainder +5 tneome to the FBUs *. 
Authority: welfare and Institutions Code Sections 10553 and 
10554; StatSe 19845 Chapter 14475 Section 1l4e 
Reference: Public Law 98-3699 Sections 2622 and 2623 (July 


ay 
‘ee 


18s 1984) 98 State 11349 1984 UeSe Code 
Congressional and Administrative News Noe 6As 45 
CFR Sections 233e20(a)(11)(1)(B) and 
233e¢20(a)(1LL)(ii)(B8) (49 Federal Register 35601l-e 
September 109 1984)e. 


Tne revisions enclosed in brackets were adopted via separate 
Department of Social Services (DSS) emergency regulations 
entitled “ORO 1184-S2/DEFRA 2" effective January 189 19856 
See [tem 1 of the OSS Notice of March 60 7s and 8e 1985 
Public Hearing (January 18s 1985 edition of the California | 
Administrative Notice Register )e 
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(20) Amend MPP Sections 44-1332631(a) to read: 

44-133 TREATMENT OF INCOME — AFDC (Continued) 44-133 

»6 Income’ in Cases Where a Stepparent Resides In The Homee 
(Continued) 


263 Computation of Income to the FBU (Continued) 


«631 The stepparent*s income deemed available to the 
FBU is determined as follows: (Continued) 


(a) Determine the stepparent*s net nonexempt 
income according to the provisions in 
Chapter 44-100¢ When determining net 
earned income the stepparent shall be 
entitled to a work expense disregard as 

. follows: 
es (1) When the stepparent worked at least 


100 hours and at least 13 days in the 
month to which the earnings are 
attributables allow a $75 disregarde 


(2) When the stepparent worked less than 
100 hours or less than 13 days in the 
month to which the earnings are 


attributables allow a $50 disregarde 


(3) when the hours and days are not 
reported on the CA-7* but information 
provided is sufficrent to determine 
that the stepparent was employed at 
some time during the monthe apply the 
$50 disregarde 


Tne dependent care expense disregard in 
Section 44-113-e215 and the $30 and 1/3 ande 
as applicabley the $30 disregard in Section 
44-1130216 and 44-1130e217 shall not ove 
altlowede 


Authority: welfare and Institutions Code Sections 10553 and 
19594: StatSe 1984+ Chapter 1447» Section l4e 
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Reference: 





Public Law 98-369+ Sections 2622 and 2623 (July 
18e¢ 1984) 98 State L134 1984 UeSe Code 
Congressional and Administrative News Noe 6A; 42 
USC Section 602(a}(31)3- 45 CFR Section 
2330e20(a)(11)(48)(B) and 233-20(a)(1LL)(ii)(B) (49 
Federal Register 3560l* September 10% 1984); 45 
CFR Section 233620(a)(3)(xiv)(A)e 
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(21) Amend MPP Sections 44-133-91 and «93 to read: 
44-133 TREATMENT OF INCOME - AFDC (Continued) 44-133 
9 Income in cases where the spouse of an aided married child 


resides in the home and is excluded from the FBUe 


If the spouse of an aided married child resides’ in the same 
home as the married child and is’ excluded from the FBUs a 
portion of the spouse‘s income is income to the Family S3udget 
Unit (FBU)-. This portion is determined as follows: 
(Continued) 


-9L Oetermine the spouse’s net nonexempt income according to 
Chapter 4%4-LOO. Allow earned income’ disregards in 
Section 44-1139 except .the $30 and 1/3 ore as 
applicables the %30 disregarde 


°92 Subtract the maximum aid for the number of persons in 
the FBU excluding the spouse from the maximum aid for 
the persons in FBU including the spousee To this 
difference add any allowable recurring special needs for 
the spouse if such needs are verifiede The maximum 
amount allowed for recurring special needs for the 
spouse shall not exceed $10. 


©93 Subtract the figure determined in «92 from income 
determined in e91l abovee The remaining amount is income 
to the FBUe 


Example: A spouse of an aided married child resides 
with the FBU which consists of three peoplee 


The spouse*s monthly gross earned income 1S 43506 
Assume the MAP for 3 iS $506 and MAP for 4 its 8601. 


Gross Income $350 
Standard work Expense Disregard -_75 
(See Section 44-113-214 
Net Income . $275 
MAP for &@ $601 * 
MAP tor 3 2906 * 
Difference in MAPS $ 95 
Verified Special Needs + 9 
$104 
Net Income $275 


Difference in MAPs ¢ Verified 
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Authority: 


Reference: 


Special Needs -104 
Income to FBU $171 
MAP for 3 $506 * 
Income to FBU -171 
Grant $335 
*Tnese MAP amounts are subject to changee Use 


current MAP values for the appropriate size FBU 
specified in 44-315e4lle 


Welfare and Institutions Code Sections 10553 and 
105543 Statse 1984+ Chapter 1447+ Section 14. 


Public Law 98-3699 Sections 2622 and 2623 (July 
L189 1984) 98 State 11349 1984 UeSe Code 
Congressional and Administrative News Now 6A; 45 
CFR Sections 233-¢20(a)(11)(1)(B) and 
233620(a)(11)(it)(3B) (49 Federal Register 35601» 
September 10+ 1984)< 
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(22) Amend MPP Section 44-207e1139 2121 and «2 to read: 


44-207 


INCOME ELIGIBILITY 44-207 


el General (Continued) 


ell 


ol2 


el3 


Minimum Basic Standard of Adequate Care (MBSAC) 
(Continued) 


e113 


> 


i) 


[RQ 


The amount of 185% of the MBSAC shall be computed 
by multiplying the appropriate HBSAC amount by a 
factor of 1-85 and if the product does not end in 
a whole dollar amounts a remainder of 50 cents or 
more shall be rounded off to the next whole dollar 
and aremainder of 49 cents or less shall be 
disregardede 


(a) Effective October ls 1984s - the amount of 


185 percent of the HBSAC.*shall be as 
follows: 


185% of Minimum 
Basic Standard of 
Size of FBU Adequate Care 


$ 503 
829 
12027 
le221 
10393 
19567 
1e719 
1874 
29931 
2e20T 


SvuanneuFt wWnre 


~ 


Determination of Income Source (Continued) 


e121 


el22 


If the income is received from a recurring income 
sources apply the 185 percent income limit (See «2 
below )e If income does not exceed the 185 percent 
limite determine financial eligibility (See 3 
below). 


(Continued) 


(Continued) 
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«2 185 Percent Income Limit for Eligibility 
e21 Description of 185 Percent Income Limit 


The FBU is’ ineligible any month in which the total 
reported or anticipated gross income of the’ family for 
that month exceeds 185 percent of the combined Minimum 
Basic Standard of Adequate Care (MBSAC) and the value of 
any special needse When the gross income’ includes the 
income of a parent tiving in the home but not included 
in the FBUs the MBSAC shall be increased by one {1) for 
such individuale 


e2ll After ‘application of the appropriate exemptions 
and exclusions not otherwise precluded oy this. 
sections income considered in the 185 percent 
income limit is the total of gross income as 
defined in Chapter 44-100. For purpose of the 185 
percent income limits the following exceptions 
shall apply: 


(a) The standard work expenses dependent care 
expense and the $30 =— and 1/3 ande as 
applicables the $30 disregards shall not be 


applied to earned incomee See Section 
44-1L1L3e2e - ‘ 
(Db) The child[/spousal]} support collected by 


the county shall be included in_= gross 
incomee except as specified in Section 
44-111 647Te 


(c) The total gross income of excluded parentses 
without the disregards and exemptions in 
Section 44-1333 shall be included in gross 


lncomee 
(d) Tne earnings of children who are full time 
students and/or earnings of children 


derived from participation in JTPA programs 
shall be disregarded for up to six months 
per calendar year (see Sections 44-111-.21 
and e22)e Up to 12 months of disregards 
are available per calendar year but no more 
than SIX montns are available for 
JTPA-related employment and another six 
months for non-JTPA-related employmente 
Unearned income of a child derived from 
participating in JTPA is totally 
disregarded with no limitation on timee 
See Section 44-1Llle3ce 
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«22 


(e) 


The gross income from self-employment shall 
be adjusted for expenses directly related = 
to production of goods and services before 
it is counted as gross’ incomee See Section 
44-11322126 


Applying the 185 Percent Income Limit 


The 


185 


reported 


percent income limit shall be applied to 
income and anticipated incomee : 


e221 Reported Income 


0222 


(a) 


(b) 


({c) 


(d) 


When the income for the budget month 
reported on the Monthly Eligibility Report 
(CA -7) exceeds the 185° percent income limit 
for that montns the FBU shall be 
ineligiblee 


When the income results in ineligibility 
for the FRU and it appears that this level 
of income will continues did shall be 
discontinued as soon as administratively 


possiblee Any aid payments received for 
the month the excess income was received 
and for the " subsequent month are 
overpaymentSe 


When the income results in ineligibdility 
for the FBU and it appears this level of 
income will not continueer the FBUS) aid 
payment shall be suspended for the payment 
monthe See Section 44-31560664 


When the income received in the’ first or 
second month of aid exceeds the 185 percent 
income limit and it appears this level of 
income will mot continues any aid payment 
received by the FBU in the month the excess 
income was received is an overpaymente See 
Section 44-31364le 


Anticipated Income 


(a) 


(Dd) 


Tne 185 percent income limit shall oe 
applied to the county's estimate of total 
gross income expected to be received in the 
payment monthe 


When the estimated income exceeds the 1&5 
percent income limite the FBU shall be 
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ineligible for the payment month and aid 
shall be discontinuede For a month in 
which income is to be retrospectively 
budgeted (see Section 44-3132) and for 
purposes of applying Section 44~-2074222 
onlys estimated incone shall not include 
the anticipated receipt of a regular and 
periodic extra paychecke 


(c) when aid is discontinued because the 
estimated total income is expected to 
result in ineligibility and the recipient 
reports this amount of income iS not. 


actually receivede the county shall rescind 
the discontinuance‘and issue the correct 


grante 
Authority? Welfare and Institutions Code Sections 10553 and 
a 10554; Statse 1984s Chapter 14479 Section 1l4e 
Reference: Welfare and Institutions Code Sections 11008215 


t 


and L1L267T (Statse 1984- Chapter 1447s Sections 3 
and 7)s Public Law Nos 98~-369% Sections 2623» 
2629% and 26400 (July 18% 1984) 98 State Sections 
1134s L1L37*¢ and 1145¢ 1984 UeSe Code Congressional 
and Administrative News Noe 6A; 45 CFR Sections 
233420(a)(3)(xi11)»s 233220(3)(3)(xIx)6 
233e20( a) (4) (ti) Cs)e 233e20(a) (6) (1x) and 
233220(a)(11)(1) (8) anac (11)(3) (49 . Federal 
Register 35600-35601» September 109 1984)-« 


The revisions enclosed in bracketS were adopted via separate 
Department ‘of Social Services (DSS) emergency regulations 
entitled “ORD 1184-S2/DEFRA 2" effective January 18+ L9EB5e 
See Item 12 of the OSS Notice of March 6% Te and 6e 1985 
Public Hearing (January 18% 1985 edition of the California 
Administrative Notice Register )e 
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(23) Amend MPP Section 44-352e121 to read: 
44-352 OVERPAYMENT RECOQUPMENT (Continued) - 44-352 


el Calculation of the Overpayment (Continued) 


«l2 Qverpayment due to income or need or circumstances other 
than excess property (Continued) 


e121 Compute the correct grant amount based on correct 
information for the month involved in the 
overpaymente If the recipient was totally 
ineligible for that months the correct grant 
amount is zero (QO). 


In this computations allow all earned = income 
disregards (including the £30 and 1/3 ande as 
applicables the $30 disregard) which would have 
been allowed if the grant had been computed 
correctlye If the overpayment occurred after 
October 1981 and was discovered on or after April 
29 1982 and if the overpayment is due to any 
earned income that the recipient faileds without 
good causes to report timelye no earned = income 
disregards shall be allowed for that individual in 
that month (see Section 44-113«218).« 


Authority: Welfare and Institutions Code Sections 10553 and 
10554; StatSe 1984s Chapter 14479 Section l4e 


References Public Law G8-3699 Section 2623 (July 18% 1934) 98 
State 11342 1984 UeSe Code Congressional and 
Administrative News NOe 6A¢ 45 CFR 
233-20(a) (21) (1) (B) and (11)(8) (49 Federal 
Register 35601l+* September 10% 1L9B4)- 


51 




















ORD 0884-37 


Rulemaking File 
Exhibit M- 5 


"ORD 1184-58/DEFRA 2" revisions 


effective January 18, 1985 


filed/ 











